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PREFACE 


Permanent slides for mierosc^opic study are indispensable 
in the teaching of a basic course in botany and in some specialized 
advanced fields. In some advan^d ^ourses the students pretikre 
many of the slides as a iliindr^as^ct of the course, but in ele- 
mentary courses the slides usually are furnished. In the' latter 
case the slides are either purchased from commercial sources 
or made in the departmental laboratory. Biological supply 
houses can furnish excellent slides of the subjects commonly 
used ill elementary teaching, but the quality is likely to be varia- 
ble, especially from concerns in which there is frequent turnover 
of the laboratory staff. Jobbing houses that purchase slides 
from constantly changing sources may also furnish disappointing 
slides at times. The more reputable concerns' 'however, try 
earnestly to meet the specifications of critical and reasonable 
purchasers. 

The relative merits of making slides and of purchasing them 
are in dispute and must be worked out in relation to local condi- 
tions. Because of these uncertainties in the commercial siipply 
and the need for specialized or unlisted items, the preparation of 
slides is an established service function in many biological depart- 
ments. This work is often performed by a skilled professional 
technician with more or less supervision by the departmental staff. 
In other departments a member of the teaching staff, usually a 
morphologist, assumes this responsibility, with the aid of student 
assistants. ■ ' 

Most research organizations maintain a technician for the 
preparation of research slides. There are many types of investi- 
gation in which it is possible for the technician to place the 
finished slides before the investigator, who then carries out thb 
study and interpretation of the material. However, in many 
investigations some or all steps in the preparation require an 
intimate knowledge of the history, structure, and orientk’tior 
of the material and the aims of the study. The use of a tech 
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nician who allegedly merely ‘‘turns the crank’^ is then less valid, 
unless the assistant comes to be recognized as a research col- 
laborator. We can do no better than to quote Chamberlain, 
the dean of American microscopists: “The student who has not 
had sufficient experience to make a first-class preparation for 
microscopic study cannot safely interpret slides made by others. 
He is in the same class with the one who claims he sees it but 
can^t draw it; while the real trouble is not in his hand, but in his 
head.^' The investigator in any field of plant science is urged to 
utilize microtechnique as a tool but to do so critically and intelli- 
gently and in proper fairness to the workers who contribute their 
skill, patience, and understanding to the furtherance of research. 
It cannot be too strongly emphasized that, in order to have a 
proper appreciation of the possibilities and limitations of present- 
day techniques and to utilize the services of commercial or 
institutional technicians to best advantage, every teacher and 
investigator in the biological sciences should be familiar with at 
least the elements of microtechnique. 

The term “ histology is very commonly misused to imply 
histological methods or technique. Histology means the study 
of the structure and development of tissues and does not refer 
to the preparation of slides. A good textbook of histology need 
not contain a word about sectioning and staining of tissues. 
A person who takes an afternoon off and learns to whittle some 
fair freehand sections is neither a histologist nor a technician. 

Microtechnique is the body of knowledge and skills used in the 
preparation of plant or animal materials for microscopic study. 
In some schools microtechnique is taught as part of the work in 
some branch of morphology, such as anatomy or cytology. 
That system has marked advantages. The student who has 
collected and processed his own plant materials and made his 
slides can visualize the orientation of the sections in the plant and 
interpret the relationship of parts to the whole plant. A disad- 
vantage of the system is that specialized courses in morphology 
are likely to utilize a limited number of methods. The student 
may acquire remarkable skill in making preparations of one type 
and have no experience with other useful methods. For example, 
he may develop great skill in making smear preparations of 
pollen mother cells, but one cannot smear a kernel of corn or a 
pine stem. He may even acquire disdain for methods which 
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versatile and experienced workers regard as indispensable for 
certain tasks. 

The maintenance of a separate course in microtechnique makes 
possible the* presentation of the fundamentals of a wide range 
of useful standard methods. Intensive training can be given in 
the few processes which experience has shown to be the backbone 
of research and which have long served the routine needs in 
teaching. A course of this type should be organized to give a 
systematic, graded series of exercises, each exercise pointing to 
some definite objective and yielding superior preparations of a 
given type. Student interest can be maintained by working with 
plants that are of interest to the student or the institution and 
with plants that are characteristic of the region. 

The trend in manuals of microtechnique has been in the direc- 
tion of encyclopedic works of wide scope. The extensive array 
of processes in the research literature 'and reference manuals is 
found to be almost bewildering to beginners, and teachers have 
found it necessary to select and to assemble suitable material in 
syllabus form. 

This manual has evolved in this manner over a period of years 
in connection with the teaching of a college course in histological 
methods. The course and the manual were designed to meet 
the needs of teachers and prospective teachers of plant science 
and the needs of beginners in research in the basic and applied 
plant sciences. The outside demand for successive mimeo- 
graphed editions has led to revisions that have been used effec- 
tively by self-taught research workers and by teachers who had 
had no previous formal supervised training in this work. 

Since this is primarily a training manual rather than a reference 
work, use is made of a graded series of assignments, beginning 
with subjects in which orientation is easily visualized, few 
sectioning difficulties are encountered, and a simple stain is used. 
Subsequent assignments require greater skill in the processing, 
sectioning, and differential staining of cell and tissue components. 
A few carefully selected processing and staining methods are 
presented in detail. Emphasis is placed on gaining an under- 
standing of the aim of the undertaking and function of every 
operation rather than on memorizing and mechanically following 
a written outline of procedure. After mastering the funda- 
mentals, the worker can readily delve into the literature of 
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specialized fields by consulting the key references in the brief 
bibliography. 

Compilation of the author\s syllabus and records into book 
form has been made possible by a grant from the Graduate 
College and by assistance from the National Youth Administra- 
tion* The drawings were made by Miss Ruth McDonald of 
Morningside College. Grateful acknowledgment is made for 
this aid. The author^s colleagues and students have given 
miich valuable criticism, advice, and encouragement. 


Tow A State College, 
August y 1940. 


John E. Sass. 
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GENERAL PRINCIPLES AND METHODS 




CHAPTER I 

INTRODUCTION 


The study of the microscopic details of the structure of plants 
usually requires preparation of the material to facilitate observa- 
tion. Unicellular, filamentous, or other minute plants require 
comparatively little preparation. The material may simply be 
mounted on a slide in a drop of water and thus studied, even 
under considerable magnification. I^arger plants, or parts of 
plants, must be dissected or cut into thin slices in order to expose 
inner regions and to permit light to penetrate through the object. 
Some materials have enough natural coloration to be visible even 
when finely divided or sectioned. Highly transparent or color- 
less structures, on the other hand, must be made visible by the 
use of stains. Preparations that are to receive considerable 
handling over a period of time should have some degree of per- 
manence. The desirable properties of microscopic preparations 
are, therefore, adequate thinness, coloration or retractile visi- 
bility, and permanence. 

The processes used in the preparation of plant materials for 
microscopic study can be roughly classified in the following 
categories : 

1. Unicellular, filamentous, and thin thalloid forms can be 
processed in toto, f.e., without sectioning, and mounted as whole 
mounts” to make temporary or permanent slides. 

2. Some succulent tissues can be crushed or smeared into a 
thin layer on a slide or cover glass; the preparation is then stained 
and treated to make temporary or permanent slides. 

3. The more complex and massive tissues are usually sliced 
into very thin slices, freehand or with a microtome ; materials that 
are not sufficiently rigid to be cut without support are embedded 
in a supporting matrix before Sectioning. The sections are 
stained and mounted to make temporary or permanent slides. 

The method to be used for the preparation of a given subject 
depends on the character of the material, the use that is to be 

3 
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made of the slides, and such available facilities as equipment, 
reagents, and time. The experienced worker has scant respect 
for oracular pronouncements on the merits and universal applica- 
bility of some one method. Important advances in smear 
methods and related process for the study of nuclear and chromo- 
some details have replaced to some extent embedding and section- 
ing methods. The whole-mount method is recognized to be 
entirely satisfactory and useful for many algae, fern prothalli, 
and similar subjects. However, microtome sections of embedded 
material must be made if we wish to study the undisturbed 
cellular organization of a tissue, the development and arrange- 
ment of organs, or the structural relationship between a fungus 
parasite and the tissues of its host. The much-maligned cel- 
loidin method must be used to keep intact a badly decayed 
fungus-infected piece of oak railroad tie for an examination of the 
mycelium in the wood. In order to avoid undue emphasis on 
any particular method, we should recognize that each of the 
well-established methods has its proper sphere in which it is the 
most effective and economical method of performing a given task. 

The sequence in which processes are arranged takes cognizance 
of the fact that the paraffin method furnishes by far the largest 
number of slides produced for teaching and research. Certain 
operations, such as the killing of protoplasm and the preserva- 
tion of fixation images, are of fundamental importance and 
essentially similar in all methods, including smears, sectioning, 
and whole-mount methods. The preliminary processing of 
material is much the same in the several embedding and section- 
ing methods. In view of these facts, the paraffin method is 
presented with unbroken continuity of its operations. 



CHAPTER II 


COLLECTING AND SUBDIVIDING PLANT 
MATERIALS FOR PROCESSING 

COLLECTING 

The preservation of structural details of cells and tissues is 
influenced by the condition of the plants at the time of collecting 
and by the subsequent preparation for killing. For the study of 
normal structure, select healthy, representative plants. Remove 
the plant or the desired part with the least possible injury to the 
sample. If the material is to be killed at once, follow the pro- 
cedure given on page 8. If the material cannot be killed 
promptly, it should be stored and transported in such manner 
that bruising, desiccation, molding, and other injuries are mini- 
mized. Do not use material that has been obviously damaged 
in storage or shipment. The unsatisfactory slides obtained from 
such material are likely to be interpreted by uncritical observers 
as the result of poor technique. Dried herbarium specimens can 
be softened and sectioned to make slides in which it is possible 
to determine the gross features of vascular arrangement or car- 
pellary organization. However, such material should not be 
used for detailed microscopic study. 

The following general directions are introduced at this point 
for the use of readers who have selected subjects on which to 
work. The reader who seeks suggestions concerning suitable 
and tested subjects should turn to Part II and use the recom- 
mendations made therein in conjunction with the present chapter. 

Leaves. — Remove a leaf or leaflet by cutting the petiole, with- 
out squeezing or pulling the petiole. The vascular bundles in 
the petioles of some plants become dislodged easily. For trans- 
portation or brief storage, place the leaves between sheets of wet 
toweling paper and keep in a closed container. A tin can or a 
Mason jar makes a good container. If the leaves appear to be 
wilted on arrival in the laboratory, freshen them in a moist 
chamber before processing. , 
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Stems.— Leafy stems can be kept fresh for several days by 
standing them in a container of water, preferably in a refrigerator. 
If such storage is not practicable, cut the stems into the longest 
pieces that will fit into the available closed container without 
folding or crushing. Wrap the pieces promptly in wet paper and 
store in a cool place. Dormant woody twigs, large limbs, and 
disks cut from logs can be kept for weeks in a refrigerator without 
appreciable injury. 

Roots.— Do not collect roots or other underground organs by 
pulling up the plant. The delicate cortex is easily damaged, in 
fact, the woody stele may be pulled out of the cortex, leaving the 
cortex in the ground. To collect roots without damaging them, 
dig up the plant, soak the mass of soil in water until thoroughly 
softened. Wash the soil away carefully, cut off the desired roots 
and brush them gently with a camePs hair brush to remove as 
much soil as possible. Wrap the pieces and store as in the case of 
stems. 

Floral Organs. — Remove entire flowers or flower clusters and 
wrap in wet paper. Store in a closed container in a cool place. 
Large buds like those of lily can be kept in a Mason jar of water 
until you are ready to dissect and preserve them. Fruits may 
be collected and stored in a similar manner. 

Liverworts and Mosses. — Remove groups or mats of the mate- 
rial with a generous quantity of the substratum. Store in a 
moist chamber until the plants are turgid. Saturate the sub- 
stratum in order to permit the removal of complete plants with- 
out excessive damage. Dissect out the desired parts under a 
binocular and transfer to the preserving fluid promptly. 

Algae. — Collect in a quantity of the water in which the plants 
are growing, and keep in a cool place in subdued light. Many 
filamentous forms disintegrate rapidly in the laboratory, and 
even in the greenhouse unless the temperature and light can be 
carefully controlled. It is best to kill algae promptly after 
collecting. 

Fleshy Fungi. — The larger fleshy fungi can oe transported and 
stored wrapped loosely in waxed paper. Sporulation continues 
and may indeed be promoted in this manner. However, since 
molding and disintegration take place during prolonged storage, 
material should be processed promptly. Small fungi should be 
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wrapped in moist paper, enclosed in waxed paper, and processed 
as soon as possible. 

Pathological Material. — Particular care should be exercised to 
insure that the condition of the host tissues is not altered by 
handling, in order that abnormal structure may be properly 
interpreted as an histological symptom of the disease. Prevent 
wilting of the material, or revive it in a moist chamber, but avoid 
the development of bacteria, molds, or other secondary organisms. 
For a pathological investigation, always collect normal, disease- 
free tissues of age comparable with the diseased samples. It is 
imperative to work out the best technique for preserving the 
^^normaP^ condition of host cells and to work out the normal 
morphology of the host plants being studied before attempting 
an authoritative interpretation of slides of pathological material. 

The foregoing general remarks will serve as a basis from which 
the worker can develop effective methods and habits of collecting 
and handling material in accordance with facilities and circum- 
stances. Hold rigidly to the view that the finished slide should 
represent the original structure of the plant, whether that struc- 
ture is presumably normal or pathological or is the result of 
experimental treatment. 

The subsequent treatment of the materials that have been 
collected depends upon the use that is to be made of the materials. 
The handling of materials that are to be used for bulk specimens 
or whole mounts is described in Chap. XI (page 103). Much 
of the material that the technician collects is intended for the 
preparation of permanent slides. 

The preparation of permanent slides from microtome sections 
of materials collected as outlined above consists essentially of 
the following processes: 

1. Selecting desired plants or parts of plants and, if necessary, sub- 
dividing into suitable pieces. 

2. The killing and preservation of the contents of cells and the preserva- 
tion of cellular structures in a condition approximating that in the living 
plant. 

3. Embedding in a matrix if necessary, in order to support the tissues 
for sectioning. See page 94 for the sectioning of unembedded tissues. 

, 4. Sectioning of the tissues into very thin slices. 

5. Staining the slices and covering with a cover glass to make a per- 
manent slide. 
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SUBDIVIDING MATERIAL FOR PROCESSING 

Some preliminary remarks concerning the action of reagents 
in the preservation of tissues will aid in understanding the follow- 
ing description of the preparation of material for preservation. 
The reagents used for killing cells contain ingredients that are 
toxic to protoplasm. In order to stop life processes quickly and 
without distortion of structure, the killing fluid must reach the 
innermost cells of a piece of tissue before disintegration takes 
place. Most reagents penetrate very slowly through the cuticle 
or cork on the surfaces of plant organs, but penetration is much 
more rapid through cut surfaces. Therefore, it is desirable to 
cut the organ being studied into the smallest pieces that will 
show the necessary relationship of parts. 

The subdividing of soft fresh material is best done with a razor 
blade, with the material placed on a sheet of wet blotting paper or 
held carefully against a finger. Excessive pressure against the 
support is likely to rupture delicate tissues as in the mesophyll of 
leaves (Fig. 15) or the chlorenchyma of tomato stem. Such 
damage does not become visible until the sections in the ribbon 
are examined (see page 48) or possibly not until the finished 
slide is examined. The usual results are peeling of the epidermis 
and distortion of the crushed tissues. 

Leaves are almost invariably cut into small pieces for process- 
ing. Narrow leaves, that are not much over 5 mm. wide, may 
be cut into complete transverse pieces measuring 2 to 4 mm. 
along the rib (Fig. IA~D), Examples of this type are bluegrass, 
garden pinks, hedge mustard, and some narrow-leaved milkweeds. 
Broad leaves should be cut into small pieces, selected to include 
midrib, lateral veins, fungus pustules, fern sori, or other desired 
structures (Fig. IF, G, /, J). The enlarged views of the pieces oi 
leaf (Fig. IB, B, G, J, J) and the pieces of embedded tissue 
mounted on blocks ready for sectioning {E and K) will aid in 
visualizing the orientation of pieces. Particular care should be 
used in subdividing pathological material (Fig. IJ, J). IT it h 
necessary to know which is the long axis of the leaf, cut all pieces 
so that the shorter dimension is along the long axis of the leaf, oi 
vice versa, and record the method in your notes. 

Herbaceous stems, roots, petioles, and other m«fe or less 
cylindrical organs are usually cut into short sections or disks 
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When cutting out sections or subdividing pieces, do not roll or 
press the pieces. Keep the material moist, and work rapidly. 
After the final subdivision, drop the pieces into the killing fluid 




leaves and transverse pieces removed from such leaves; embedded piece of 
leaf fastened to mounting block; F-Hy large broad leaf and excised pieces of 
blade and petiole; J, portion of leaf with fungus pustules; J, enlarged view of 
excised aecia; Ky embedded piece of leaf bearing aecia, fastened to mounting 
block. 


promptly^ By means of descriptions and sketches, like those in 
Figs. 1 and 2, keep an accurate record of the part of the plant 
from which the pieces of tissue were obtained. See page 22 for 
some methods of recording killing fluids. A stem not exceed- 
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ing 2 mm. in diameter should be cut into sections 2 mm. long if 
highly cutinized, but may be as long as 10 mm. if the surface is 
permeable. An organ 5 mm. in diameter should be cut into 
5-mm. lengths (Figs. IH, 2A); an organ 1 cm. in diameter should 
be cut into disks 2 to 5 mm. thick. Stems of larger diameter are 
usually cut into 5-mm. disks that are halved or quartered longi- 
tudinally or divided into wedge-shaped pieces (Fig. 2J5, C). 

Woody twigs having a diameter up to 5 mm. should be cut into 
15-mm. lengths. Larger twigs should be cut into shorter pieces 
because the impermeable cork makes penetration by reagents 
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Fig. 2. — Methods of subdividing massive cylindrical organs: A-C, sample 
includes portions of all tissues in the axis; D shows the position of pieces removed 
from a large, log; E and F, enlarged views of trimmed pieces removed from large 
log. 

difficult, except through the cut ends. Do not cut the twigs into 
pieces with pruning shears or a knife. Rough handling will 
bruise the cambium, phloem, the fragile primary cortex and cork 
cambium, resulting in the separation of the outer layers during 
sectioning or during staining. Use a razor blade and cut through 
the twig by chipping a groove deeper and deeper around the 
twig until it is cut through. An excellent tool for cutting twigs 
into sections is a fine-toothed high-speed saw, such as a rotary 
dental saw or a jig saw, especially the vibrator type. 

To make slides of transverse, radial, and tangential sections in 
the region of the cambium of old trees, use tissues removed from 
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newly felled logs or limbs having a diameter of at least 10 cm. 
Cut disks 2 to 3 cm. thick from portions of the log that were not 
bruised in felling. Wrap the disks in wet burlap and take into 
the laboratory at once for further trimming. Split a disk radially 
into pieces having uninjured blocks of bark firmly attached to the 
wood (Fig. 2D), Trim off enough of the inner part of the wedge 
of wood to leave a block of sapwood with several annual rings and 
with cambium and all outer tissues intact (Fig. 2D-F), With a 
razor blade split a thin layer from the two radial faces, from 
the inner tangential surface and from the transverse faces of the 
block, thereby removing tissues that were compressed during the 
preliminary trimming. Keep the material wet during these 
operations. Drop the pieces into the killing fluid at once after 
final trimming. 

Wood from dead logs, dry lumber, or furniture wood requires 
proper trimming to establish the future cutting planes. It is 
usually easy to establish the radial plane by splitting the wood 
longitudinally, parallel to a ray. At right angles to this plane, 
split the block longitudinally, thus establishing the tangential 
plane, and then trim in the third or transverse plane. Rough 
splitting can be done best with a plane bit, and rough crosscutting 
with a fine-toothed high-speed mechanical saw. Finally, trim 
all faces with a razor blade to remove surface tissues that were 
damaged by the rough trimming. Subsequent processing of the 
wood is described in the section on the preparation of hard tissues 
(page 85). 

The handling of more specialized and difficult materials such 
as buds, floral organs, and fruits is described to better advantage 
in Part II in conjunction with detailed directions for processing 
such materials. The handling of plant bodies and organs of the 
lower phyla is also described in Part II. 

The foregoing brief outline of methods of collecting and prepar- 
ing material for preservation can be modified and adapted to 
meet most problems. The principal preliminary operations and 
precautions, necessary for successful processing may be summa- 
rized as follows: 

1. Use fresh, normal material. 

2. Remove pieces having the desired features and oriented so 
as to establish planes in which microtome sections are to 
be cut. 
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3. Cut into suitable pieces, with minimum bruising, compres- 
sion, or desiccation. 

4. Immerse the pieces promptly into the killing (fixing) fluid 
(Chap. Ill), and promote quick penetration of the fluid by remov- 
ing air with an aspirator (Fig. 3). 

5. Record the necessary data concerning species, location, date, 
parts selected, and killing fluid used. 



CHAPTER III 


KILLING, FIXING, AND STORING PLANT TISSUES 

GENERAL PROPERTIES AND FUNCTIONS OF KILLING FLUIDS 

One of the most critical operations in the processing of tissues 
is the proper killing of the protoplasm. This stopping of life 
processes within the cells should be accomplished with the mini- 
mum disturbance of protoplasmic organization within the cells 
and minimum distortion of the arrangement of cells in the 
tissues. In addition to killing the protoplasm, the killing fluid 
or the subsequent processing must retain or the undistorted 

structure and render the mass of material firm enough to with- 
stand the necessary handling. Thus, the requirements for 
successful preservation are as follows: 

1. Killing of the protoplasm without distortion. 

2. Preservation or “fixing” of fine details. 

3. Hardening of the material. 

No single substance has been found to meet the requirements 
of successful preservation. The formulas used for this purpose 
consist of ingredients in such proportions that there is a balance 
between the respective shrinking and swelling actions of the 
ingredients. The numerous formulas found in the literature are 
variations of a comparatively few fundamental type formulas, 
and the chemical substances used in the formulas are few in 
number. Any formula should be regarded as a starting point for 
experiments to determine the proper balance of ingredients for 
specific subjects. The formulas recommended in this chapter 
have been found to be satisfactory for the designated subjects. 
More specific recommendations than are advisable in this chapter 
are given in the sections on specific methods. 

PREPARATION OF STOCK SOLUTIONS AND KILLING FORMULAS 

The following reagents and stock solutions are used in a wide 
range of formulas: 
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Glacial acetic acid. 

1% acetic acid (approximately), made by adding 10 cc. of glacial 
acetic acid to 990 cc. of water. 

10% acetic acid, made on the same basis as the above. 

Propionic acid may be substituted for acetic acid in the above. 

1% chromic acid. (10 g. chromic anhydride crystals per liter.) 

Formalin, the trade name used for an aqueous solution of formaldehyde, 
containing 37 to 40% formaldehyde gas by weight. 

Picric acid, saturated aqueous solution. 

2% osmic acid. 2 g. crystals in 100 cc. of 1 % chromic acid. 

Ethyl alcohol; commercial 95% grade and anhydrous grade. 

Bichloride of mercury (HgCE) crystals. 

The use of stock solutions of 1% and 10% acetic or propionic 
acid is advocated because the error involved in measuring a 
small volume, say 1 cc., of glacial acetic acid is much greater than 
measuring 10 cc. of 10% acid. 

APPARATUS 

Use specimen bottles that hold a generous quantity (50 cc.) of 
killing fluid, especially with bulky or succulent materials that may 
dilute the formula used. After washing and partial dehydration, 
materials may be transferred to smaller bottles or vials for the 
remainder of the process. 

When the pieces of plant material are dropped into the killing 
fluid, the hairs, stomates, folds, and other cavities of plant organs 
retain air bubbles which retard penetration by reagents. If the 
pieces do not sink at once, attach the bottle to an aspirator, and 
apply suction for repeated short intervals until the pieces sink, 
if not to the bottom of the liquid, at least und(^r the surface. 
Use a safety bottle (Fig. 3A) to keep water from backing into the 
specimen bottle. Tapping the specimen bottle gently against 
the sink aids in the loosening of air bubbles within or on the 
specimen. Highly buoyant materials should be placed into a tall 
vial of the killing fluid and held below the surface by means of a 
plug of cheesecloth. Insert the vial into a large empty suction 
bottle in position B of Fig. 3. A screw-topped wide-mouthed 
bottle is necessary for evacuating large objects (Fig. 3(7). When 
most of the pieces remain submerged after the suction is released, 
push any floating pieces under the surface with a matchstick, 
most of them will then sink. Remove and discard all pieces that 
do not sink after pumping and submersion. 
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Materials from which it is difficult to evacuate air do not 
infiltrate readily and should be pumped again when nearing the 
end of the dehydrating series and again when in the final change 
of paraffin solvent, before any paraffin has been added. Connect 
a second safety bottle between the regular safety bottle and the 
specimen. The possible entry of water vapor into the specimen 
bottle when the pump is shut off is prevented by having a deep 



Fig. 3. — Aspirator setup for pumping specimens in killing fluid: A, safety 
bottle with finger valve; B, specimen bottle or large empty bottle into which 
specimen bottle is placed; C, pint jar used as container for large specimens. 


layer of calcium chloride and a layer of cotton in the second 
safety bottle. 


KILLING AND FIXING OF TISSUES 

Killing solutions may be grouped into types on the basis of the 
ingredients used. Some formulas are stable and may be kept on 
hand ready for immediate use. Other formulas must be made up 
immediately before use. The formulas given on the following 
pages have been computed so that they can be made up from the 
above stock solutions by volumetric measurements. The system 
of letters and numbers used hereafter in this manual to designate 
killing fluids is explained on page 21. 

The length of time necessary to bring about killing and harden- 
ing of material varies greatly and is determined by the charac- 
ter of the fluid used, the bulk of the individual pieces, and the 
resistance of materials to penetration by reagents. Fluids of tho 
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anhydrous type, such as Carnoy^s absolute alcohol-glacial acetic 
acid formula, penetrate small objects almost instantaneously, and 
killing and hardening are a matter of minutes. The chrome- 
acetic fluids penetrate slowly into the interior of a piece of tissue, 
and have poor hardening action. Recommendations concerning 
the duration in killing fluids are given in the description of the 
various formulas. Washing of tissues, which is necessary after 
some killing fluids, is discussed in connection with specific 
formulas. 

One of the most useful types of killing and preserving fluid, 
known as FAA, is represented by the following formula: 


V Ethyl alcohol (95%) 50 cc. 

Glacial acetic acid 5 cc. 

Formaldehyde (37-40%) 10 cc. 

Water 35 cc. 


Propionic acid may also be used, the formula then being desig- 
nated FPA, 

Several modifications may be found in the literature. This 
fluid is stable, has good hardening action, and material may be 
stored in it for years. These properties make this formula suit- 
able for large or impervious objects, such as woody twigs, tough 
herbaceous stems, and old roots. The high concentration of 
alcohol is likely to produce shrinkage of succulent materials, 
although it is possible to develop a formula for some apparently 
tender subjects and even for filamentous algae. A balanced 
formula can be worked out by varying the acetic acid, which has 
a swelling action on protoplasm, from 2 to 6% by volume; the 
formaldehyde and alcohol, which have a shrinking action, should 
be held at the indicated concentrations. When making trials 
of variations from the fundamental formulas, kill a trial ^^lot^^ or 
^ ^ batch of material in the formula to be tested and a ^Vheck 
lot^^ in a standard formula, and carry the batches through identi- 
cal processing simultaneously, so that differences in cellular detail 
will be the result of variations of formula. 

Pieces of thin leaf are killed and hardened in 12 hr. The 
actuaL^killing of the protoplasm probably occurs in much less 
time. Thick leaves or pieces of small stem require at least 24 hr. 
Woody twigs should be kept in FAA at least a week before con- 
tinuing the processing for embedding. Materials do not need to 
be washed after FAA, The ingredients of this fluid are soluble 
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in the dehydrating agents and are thus removed before infiltra- 
tion is begun. 

An extensively used formula consists of FAA containing 
bichloride of mercury (HgCU) to saturation. This fluid pene- 
trates and hardens tissues rapidly. It preserves bacterial zoogloea 
in plant tissues, thus being useful in pathological studies. The 
alcohol may be increased to 70% by volume. Prolonged storage 
in fluids containing bichloride is undesirable. The tissues should 
be transferred after 48 hr., or at most a week, to fresh solution 
of the original formula, but lacking the bichloride of mercury. 
After four or five changes of the latter solution, tissues may be 
stored indefinitely in the last change. 

Table 1. — Killing Fluids op the Chrome-acetic and Flemming Type^ 
(The numbers in the columns represent cubic centimeters of the designated 

reagents) 


Chrome-acetic Flemming type 


Stock solution 

HH 

Ci3 

Weak II 

Medium I 

Medium II 

Strong 

Weak 

Medium 

Strong 

Chamberlain 

1 % chromic acid 30 

50 

50 

70 

97 

25 

50 

75 

96 

1% acetic acid 70 

50 




10 




10% acetic acid 


10 

20 



10 



Glacial acetic acid 




s 



5 

3 

2% osrnic acid 





10 

10 

20 

1 

W ater 


40 

10 


55 

30 




1 The formulas in Tables 1 and 2 have been arranged and arbitrarily numbered, beginning 
with the weaker solutions. The roman numbers do not correspond with the numbers used in 
mimeographed editions of this manual. 


Chromic acid and acetic acid are the ingredients of an impor- 
tant class of fluids, the chrome-acetic^^ formulas. These fluids 
are not used so extensively as some years ago. Table 1 gives the 
proportions of five formulas. Because of widespread use of the 
terms weak, medium, and strong for fluids of the type given in 
Table 2, these terms are retained for the series of modifications 
in the table. The weaker solutions are suitable for succulent or 
delicate subjects, the strong solution for firm subjects. If this 
type of fluid is to be used for a critical study, a balanced formula 
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should be worked out by balancing the shrinking action of 
chromic acid and the swelling action of acetic acid. 

The above formulas are not very satisfactory for bulky or 
woody subjects because of poor penetrating ability. Use these 
mixtures for filamentous and thalloid plants, root tips, floral 
organs, and small sections of leaves or stems. The length of time 
required to kill materials varies greatly. Filamentous algae are 
probably killed in a few minutes. Small pieces of leaf or root 
tips require about 12 hr. Larger pieces of tissue should have at 
least 24 hr. The progressive destruction of chlorophyll from the 
cut edges inward is a good gauge of the rate of action. Prolonged 
storage in chrome-acetic produces brittleness of the tissues and 
muddy staining effects; therefore, these fluids are not suitable 
storage fluids and the tissues must be processed after the opti- 
mum interval necessary for killing. 

Materials killed in the fluids given in Table 1 should be washed 
in running water. Various devices may be used for accomplish- 
ing this prolonged washing. The simplest method is to tie a 
strip of cheesecloth over the wide mouth of the bottle containing 
the tissues and to allow a slow stream of water to flow into the 
bottle. More vigorous washing action can be obtainediby insert- 
ing the water inlet tube to the bottom of the specimen bottle. 
These fluids do not have good hardening action; therefore, it is 
best to avoid violent motion of the pieces. Firm materials can 
be washed in a vertical length of 1-in. glass tube with a stopper at 
the lower end, admitting a stream of water through a small tube, 
the waste water leaving through cheesecloth tied over the upper 
end of the large tube. Other devices can be improvised to meet 
special needs. 

Osmic acid is used in a class of formulas known as the Flemming 
fluids. These fluids are indispensable for cytological studies but 
ara seldom justifiable for histological work. Osmic acid is 
expensive, its vapors are highly irritating, and it blackens tissues, 
inaking it necessary to bleach sections before staining. Osmic 
acid preserves chromosome details with great fidelity but has no 
special virtues for the preparation of slides of such subjects as 
corn stem or apple leaf for anatomical or histological study. 
Osmic acid has poor penetrating ability and is therefore not satis- 
factory for bulky objects. The formulas given in Table 1 will 
serve for preliminary tests subject to experimental variation of 



KILLING, FIXING, AND STORING PLANT TISSUES 19 


proportions. Because of the blackening action and poor harden- 
ing properties of the Flemming fluids, material should be washed 
in water and processed immediately after killing. The intervals 
for killing are approximately those given for chrome-acetic. 

Table 2 gives several formulas based on the Nawaschin for- 
mula, containing chromic acid, acetic acid, and formaldehyde. 
Numerous modifications may be found in the literature. The 
name Craf has been coined for this widely used type of fluid. 
For critical work on specific subjects, experiment with variations 
of the formulas in the table. The acetic acid should be varied 
from 0.7 to 5% glacial acetic acid equivalent by volume. The 
optimum chromic acid and formaldehyde concentrations for 
many subjects are the proportions given in formula V. The 
other formulas in the table, including Nawaschin^s original for- 


Table 2.— Killing Fluids Based on the Nawaschin and Bouin 

Formulas 

(The numbers in the columns represent cubic centimeters of the designated 

reagents) 



Nawaschin type (Craf) 

Allen-Bouin type 

Stock soliAion 

Nawaschin 

I 

II 

III 

IV 

V 

Bouin 

I 

II 

III 

1 % chromic acid 

75 

20 

20 

30 

40 

50 


50 

50 

25 

1% acetic acid 


75 









10% acetic acid 



10 

20 

30 

35 


20 


40 

Glacial acetic acid. . . . 

5 






5 


5 


Formaldehyde 37- 











40% aqueous 

20 

5 

5 

10 

10 

15 

25 

10 

10 

10 

Picric acid saturated 











aqueous 







75 

20 

35 

25 

Water 



65 

40 

20 





1 


mula, also give good results with specific subjects. The form- 
aldehyde should be added immediately before using. If one of 
these formulas is to be used for making extensive collections in 
the field, it will be found convenient to make up the desired mix- 
ture of the chromic and acetic acids, adding the measured volume 
of formaldehyde before using. A few hours after the formalde- 
hyde is added a perceptible change of color takes place in the 
liquid, and after several days the chromic acid becomes changed 
to an olive or green compound. Long before this condition is 
reached, killing action has been completed, and the altered fluid 
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then serves as an excellent hardening and preserving agent. 
Material may be left in these fluids for as long as 5 years and yield 
excellent histological preparations. The effect of prolonged 
storage on critical cytological details deserves further study. 
The minimum time for small masses of soft tissue is 12 hr., but 
it is obvious from the foregoing remarks that adequate time, 
several days at least, can be allowed to insure hardening without 
danger of distortion or darkening of the material. A further 
advantage of the Nawaschin type fluid is that materials need not 
be subsequently washed in water, thus avoiding the softening and 
pulping of material which occasionally are caused by prolonged 
washing. 

Boilings fluid, given in Table 2, has long and deservedly been a 
favorite. It is excellent for root tips, especially for telophase 
figures, and has been used successfully for embryo sac studies. 
The complete mixture is stable and may be kept on hand in the 
laboratory or carried to the field ready for use. A minimum 
interval of 12 hr. is suggested for finely divided material. Larger 
pieces such as thick root tips or mature tissues should have at 
least 48 hr. Prolonged storage is regarded as undesirable. 
After the optimum interval in the killing fluid the material is not 
washed in water, but is rinsed several times in 20% alcohol or 
acetone. Dehydration is then continued as described later. 

The addition of chromic acid and urea to Bonin’s fluid makes 
what is known as the Allen-Bouin formula. For cytological work 
use the original formula, as given in the reference manuals, or 
one of the formulas (lacking urea) given in Table 2. For further 
trials vary the glacial acetic acid equivalent from 1 to 4% by 
volume. The formaldehyde should be added immediately before 
using. Tests have shown that tissues may be left in these solu- 
tions for several months. It is probable that hardening of the 
material reaches a maximum in less than a week. Dehydration 
and subsequent processing are carried out as with Craf. 

Carnoy’s fluid has but limited uses in histology. This fluid 
kills protoplasm by rapid and probably violent dehydration. 
Protoplasmic structure can hardly be expected to be preserved 
with fidelity. Because of its ability to penetrate very rapidly, 
this fluid has some value for processing extremely downy, 
resinous, or impermeable structures that must be preserved 
entire. The fluid may be used alone, followed in 1 hr. or less by 
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the subsequent operations of the paraffin process. An alterna- 
tive method consists of first immersing the materials in a Carnoy 
formula (the time ranging from an instantaneous dip to 10 min.) 
and then treating in one of the more critical fluids. Two widely 
used Carnoy formulas are as follows: 


1. Anhydrous ethyl alcohol 75 cc. 

Glacial acetic acid . 25 cc. 

2. Anhydrous ethyl ahjohol 60 cc 

Glacial acetic acid 10 cc. 

Chloroform 30 cc 


The fluids given thus far in this chapter produce an ‘^acid 
fixation image/’ preserving particularly well the ('hromosomes, 
nucleoli, and the spindhi mechanism. Nucleoplasm and mito- 
chondria are dissolved; cytoplasm is rendered in fibrillar or 
alveolar form. This type of image is preferred for most studies 
of plant structure. 

In certain cytological studies it is desirable to preserve mito- 
chondria and allied cytoplasmic structures ; in such cases a fixing 
fluid that produces a basic fixation image” is used. Such fluids 
preserve mitochondria, nucleoplasm, and in some instances 
nucleoli and vacuoles. Chromatin and the spindle mechanism 
are dissolved. For serious studies in this field of cytology each 
worker must work out specific techniques based on an extensive 
literature. However, it is possible to produce slides showing 
mitochondria adequately for teaching purposes, using Zirkle’s 
modification of Erliki’s fluid. 


Water 400 ce. 

Potassium bichromate 2 5 g. 

Ammonium bichromate 2 5 g. 

Cupric sulphate 2 . 0 g. 


Fix for 24 to 48 hr., wash in water, and embed in paraffin. 

A workable terminology for designating killing fluid formulas is 
a great convenience in the laboratory for purposes of laboratory 
conversation, for giving oral or written instructions, or making 
routine records. The name of the investigator who first devised 
a type of formula is not always a satisfactory designation because 
the proportions of the ingredients are necessarily varied for 
different subjects. An arbitrary number is not sufficiently 
descriptive, except among a group of closely associated workers. 
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The terminology proposed here is a compromise, the type of 
formula is indicated by a coined name or abbreviation, and the 
proportion of ingredients by a percentage figure. The proportion 
of a solid like chromic acid is given as percentage by weight; 
liquids like melted glacial acetic acid are given as percentage by 
volume. For instance, the time-honored chrome-acetic has 
numerous variants, one of which is C-A 0.5-0. 5, meaning 0.5% 
chromic acid by weight, and 0.5% acetic acid by volume. Table 
1 gives the proportions of stock solutions used to make 100 cc. of 
mixtures in this category. 

A variant of the Nawaschin formula, Craf 0.20-1.0-10.0, 
contains 0.2% chromic acid, 1.0% acetic acid, and 10.0% com- 
mercial formaldehyde solution. A variant of the Allen-Bouin 
formula is designated A-B 0.20-4.0-10.0-25.0, containing in addi- 
tion to the ingredients of Craf, a saturated aqueous solution of 
picric acid, 25.0% by volume. 

The foregoing system of terminology is accurate, descriptive, 
and convenient and has been used successfully by beginners and 
advanced workers. 



CHAPTER IV 


DEHYDRATION FOR EMBEDDING 

This operation removes water from the fixed and hardened 
tissues. The removal of water is a necessary preliminary to 
infiltration in a matrix which is not soluble in water. Complete 
removal of water promotes dissolving of the matrix in its solvent 
and insures adhesion of the matrix to the external and internal 
surfaces of cells and tissues. Dehydration has some washing 
action and makes the material firm and possibly hard and brittle. 
The process consists of treating the tissues with a series of solu- 
tions containing progressively increasing concentrations of the 
dehydrating agent and decreasing com^entrations of water. Two 
contrasting methods are used to d(ihydrate and prepare materials 
for infiltration. In the first method to be described, the tissues 
are first dehydrated in a nonsolvent of paraffin and then are trans- 
ferred to a solvent. In the second method the dehydrant is also 
a solvent of paraffin. The first method of dehydration is used 
prior to infiltration in celloidin (page 79). 

DEHYDRATION BY NONSOLVENTS OF PARAFFIN 

The most commonly used dehydrating agent in this category 
is ethyl alcohol. This is usually purchased in two grades, com- 
mercial 95% grain alcohol and absolute (anhydrous) alcohol. 
The solutions in the dehydrating series are made by diluting 95 % 
alcohol with distilled water. After ascertaining the exact con- 
centration of the alcohol purchased from a given source, it is easy 
to compute a table giving the respective proportions of alcohol 
and water for each solution ill the series. However, since the 
series is intended to consist of a graded series of solutions rather 
than definite concentrations, it is quite adequate to assume the 
95% commercial alcohol to be 100% and make up a series con- 
taining (approximately) 5, 10, 15, 20, 25, 30, 35, 40, 45, 50, 60, 70, 
80% alcohol by volume. Next in the series is the undiluted 
commercial alcohol (actual 95%), followed by anhydrous alcohol. 
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This graded series of solutions should be kept on hand in the 
laboratory. 

Dehydration follows the killing, hardening, and washing of 
tissues. As discussed in the preceding chapter, some fluids 
require more or less prolonged washing of the tissues in water; 
other fluids require no washing, and dehydration is begun directly 
after killing or after a brief rinsing in water. The general rule 
concerning the concentration of alcohol with which to begin 
dehydration is to begin with a dehydrant having approximately 
the same percentage of water as the killing or storage fluid. For 
example, after FA A, begin in 50% alcohol. After weak chrome- 
acetic or the weaker Craf type formula, such as I and II, begin 
in 5 or 10%. The stronger formulas such as III, IV, and V, 
which have greater hardening action, make it possible to begin 
dehydration in 20 or 30%. When using the Craf V (Cornell) 
formula for routine chromosome counts, root tips may be trans- 
ferred directly from the killing fluid into 75% alcohol. After 
Bouin^s fluid begin with 50% for firm subjects and 20% for 
delicate materials. 

Solutions in the dehydrating series are changed by decanting 
the liquid from the tissues and promptly flooding the material 
with a generous volume of the solution next in the series. A 
piece of fine brass-wire screen or a layer of cheesecloth is used to 
retain materials that tend to float out of the bottle. The vola- 
tility of the solutions high in the series demands speed in making 
the change to avoid drying of the tissues. The material should 
not be permitted to become dry even for an instant at any stage 
in the process. 

The interval in each of the solutions in the series depends on the 
size of the pieces, the nature of the material, and the solubility 
of the residual reagents left in the tissues. For root tips or small 
pieces of leaf use 30-min. intervals up to 70%. After a picric 
acid formula miake each interval 1 hr. For twigs killed in FAA 
use 4- to 8-hr. intervals up to 70%. For large blocks of wood 
the interval should be about 12 hr. Beginning with 70%, double 
the previous interval for each grade. Change the cork for a 
thoroughly dry one when first changing to 100% alcohol. Make 
three changes of anhydrous alcohol. Plan the timing of the 
dehydration^ series so that the series is stopped at 70% for storage 
until you can resume the process. 
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Some workers are inclined to make an unnecessary ritual of the 
time element in dehydration. It is recognized that drastic 
changes of concentration bring about shrinkage of protoplasm 
and distortion of cells. Long intervals in low concentrations of 
dehydrating fluid, or long washing in water, tend to make tissues 
soft and promote disorganization. Long exposure to high con- 
centrations or anhydrous reagents shrinks tissues and causes 
brittleness. With these general precautions in mind the intervals 
can be regarded as sufficiently flexible to conform to the demands 
of other duties. 

Acetone is an excellent dehydrant. Its purchase and use 
present no legal, administrative, or disciplinary problems, making 
it a desirable substitute for ethyl alcohol. Acetone is obtainable 
in several grades, at prices that vary widely with the quality and 
source. If anhydrous acetone can be purchased in drum lots at 
reasonable cost, only this one grade needs to be stocked and used 
for all the dehydrating grades. The high cost in small purchases 
makes this impracticable; however, acetone of good quality, but 
not strictly water-free, can be obtained and used for the grada- 
tions, and the more expensive anhydrous grade used only for the 
final stages in the process. The procedure with acetone is exactly 
the same as with ethyl alcohol. It is permissible to change from 
alcohol, or a killing fluid containing alcohol, to a grade of acetone 
having approximately the same water concentration. 

Glycerin is used as a dehydrant, especially for algae and other 
delicate subjects. The high boiling point of glycerin permits the 
use of evaporation for the elimination of water. The slow, 
progressive dehydration prevents sudden changes of concentra- 
tion and minimizes plasmolysis. Material must be washed in 
water before using glycerin, because the evaporation process 
obviously does not wash residual reagents out of the tissues. 
Moderately firm tissues can be washed in running water, but 
delicate materials should be washed by diffusion. Rinse the 
material carefully to remove the bulk of the killing fluid, transfer 
to a 2-qt. jar of water, and allow the jar to stand undisturbed for 
2 hr. Siphon off most of the water without agitating the mate- 
rial, and refill the jar with water. Repeat the replacement of 
water at least twice, then proceed with the glycerin method. 

Transfer the material to a large volume of a 5% solution of 
glycerin in water. Use a wide-mouthed bottle or jar and mark 
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the level of the 5% glycerin at the beginning of evaporation. 
The volume should be so gauged that after the elimination of 
water the residual glycerin will more than cover the tissues. 
Evaporation of water may be accomplished by several methods or 
combinations of methods. The most practicable are as follows: 

1. In an incubator oven at 35 to 40°C. 

2. In a desiccator at room temperatures or in the above oven. 

3. In a vacuum desiccator or vacuum oven. 

If the glycerin solution becomes colored or turbid during evap- 
oration, it may be replaced with fresh glycerin solution of the 
same concentration. When the volume of the solution has been 
reduced by evaporation to one-half of the original volume, the 
glycerin concentration is approximately 10%, and the liquid may 
be replaced with fresh 10% glycerin and the evaporation con- 
tinued. Most of the water can be removed by evaporation, 
especially in vacuum. After a nearly anhydrous condition is 
attained, the tissues are firm enough to withstand transfer 
directly into anhydrous alcohol. Change the alcohol at least 
twice, and proceed with the graded transfer to the desired paraffin 
solvent as described below, or proceed with one of the whole- 
mount methods (Chap. XI). 

Transfer to a Solvent of Paraffin (Clearing). — After dehydrat- 
ing agents that are not solvents of paraffin, the dehydrated tissues 
are transferred to a solvent. The term ‘^clearing,^^ applied to 
this transfer, is derived from the fact that the common paraffin 
solvents render the tissues transparent. The clearing action is 
merely incidental to the function of the reagent, i.e., serving as 
a solvent of paraffin. The most common solvents are xylene 
(xylol) and chloroform. Either reagent may be objectionable or 
even toxic to some workers. Xylol is inexpensive and is by far 
the most widely used solvent. Chloroform is expensive, but it 
is less likely to be toxic. Benzene and toluene can be used, but 
their lower boiling points increase the fire hazard. 

As in the case of dehydration, a graded series is used for clear- 
ing. The acetone-xylol series is used after anhydrous acetone 
as shown in the table at the top of page 27. 

After dehydration in ethyl alcohol, a similar absolute alcohol- 
xylol series is used. For critical cytological work 10 gradations 
have been recommended. The interval in each mixture ranges 



DEHYDRATION FOR EMBEDDING 


27 


Grade 

number 

Acetone, 

% 

Xylol, 

% 

1 

75 

25 

2 

50 

50 

3 

25 

75 

4 

0 

100 


from hr. for very small or thin pieces to 3 hr. or more for large 
pieces of tissue. 

Chloroform may be substituted for xylol in a similar series, 
except that more abrupt changes are permissible. A practical 
series is as follows: 

(1) chloroform 

% absolute alcohol 

(2) % chloroform 

absolute alcohol 

(3) Pure chloroform, changed at least once 

Chloroform does not make tissues so brittle as does xylene. 

Trichlorethylene is a good solvent of paraffin and may be 
substituted for xylene in the foregoing processes. Trichlq;*eth- 
ylene is not inflammable and is not toxic unless inhaled directly 
in large quantities. It dissolves Canada balsam but does not 
affect stained sections. This reagent deserves thorough trial 
with a wide range of subjects. Any reagent that decreases the 
hazards of fire and poisoning is worth serious consideration. 

Cedar oil is an excellent clearing agent after dehydration in 
ethyl alcohol. The procedure is to pour a layer of cedar oil into 
a dry vial, then carefully pour the anhydrous alcohol containing 
the material over the cedar oil. The pieces gradually sink into 
the oil and become strikingly clear. The alcohol is removed with 
a pipette, and the cedar oil is rinsed out of the tissues with several 
changes of xylol. 

Following dehydration in any of the butyl alcohols or dioxan, 
no clearing reagent is used, because these reagents are solvents of 
paraffin. They do not render the tissues appreciably transparent. 

DEHYDRATION IN SOLVENTS OF PARAFFIN 

The Butyl Alcohol Method. — The three butyl alcohols, normal, 
secondary, and tertiary butyl alcohol, have been introduced into 
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microtechnique in recent years and show much promise as dehy- 
irating and infiltrating agents. Being partly miscible with water 
as well as with paraffin, butyl alcohol serves through the entire 
paraffin process. Normal butyl alcohol was the first of these 
tiigher alcohols to be used extensively. Langes careful experi- 
ments have shown that a miscibility curve of the three compon- 
ents of the dehydrant may be used to ascertain the composition 
of solutions for an ideal dehydrating series. For critical cyto- 
logical work follow Langes miscibility curves (Lang, 1937) in mak- 
ing up a series. The following series is a simplification that has 
been found to give excellent results in histological and anatomical 
work. 


Grade number 

n-Biityl alcohol 

Ethyl alcohol or 
acetone 

Water 

1 

10 

20 

70 

2 

15 

25 

60 

3 

25 

30 

45 

4 

40 

30 

30 

5 

55 

25 

20 

• 6 

70 

20 

10 

7 1 

85 

15 

0 

8 

1 

100 

0 

0 


Note that each of the first six grades consists of three ingre- 
dients. The last two grades are anhydrous. Use new anhydrous 
butyl alcohol for Nos. 7 and 8. Afrer being used once. No 8 is 
used to make up any of the first six grades. 

After an aqueous killing fluid, wash or rinse the tissues in water, 
dehydrate in alcohol or acetone in the usual manner to 30%, then 
transfer to the above reagent 1 and follow the series. After FAA 
or other fluids having a water content of about 50%, rinse in 2 
changes of 50% alcohol or acetone and begin the n-butyl series 
with No. 2, in which the water content is 60%. With many 
histological subjects good results can be obtained by dehydrating 
to 50% acetone in steps of 10%, then continuing in n-butyl series 
3, 5, 7, and 8. 

Secondary butyl alcohol has been used to some extent as a 
dehydrating and infiltrating medium. This reagent is more 
expensive than n-butyl alcohol and has no marked advantages 
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except its less offensive odor. Much more experimental work 
should be done before passing judgment on the relative merits 
of secondary butyl alcohol. 

Tertiary butyl alcohol (TBA) is regarded by some workers as 
the most ideal dehydrating reagent of any thus far used (Johansen 
1940). Unlike the two other butyl alcohols, its odor is agreeable. 
The cost is at present much too high for extensive routine work. 
Tertiary butyl alcohol is used in accordance with the principles 
of dehydration described in the preceding pages. Material is 
first dehydrated in ethyl alcohol or acetone to 50%, then passed 
through the following series: 


Number 

95% ethyl alcohol 
or acetone 

Absolute ethyl 
alcohol or 

acetone 

TBA 

Water 

1 

50 

i 

10 

40 

2 

50 


20 

30 

3 

50 


35 

15 

4 

50 


50 


5 


25 

75 


6 



100 


7 

equal volumes TBA and paraffin oil 



Begin infiltration with paraffin after 7 

1 



The butyl alcohols have greatly extended the range of useful- 
ness of the paraffin method by making it possible to cut materials 
that are rendered hard and brittle by ethyl alcohol or acetone. 

The Dioxan Method. — Dioxan, diethylene dioxide, is becoming 
widely accepted as a dehydrating agent and paraffin solvent in 
the embedding of plant materials. This reagent is miscible with 
water and may therefore be progressively substituted for water in 
the tissues. Unlike the vigorous dehydrating action of the alco- 
hols or acetone, the substitution of water by dioxan is not asso- 
ciated with great plasmolyzing stresses. This fact permits 
dehydration, by rapid . substitution. Tissues do not become 
excessively brittle, and the histological details obtainable are 
equal to those obtained by other methods. The dioxan method 
requires much fewer separate operations than does any other 
method, and the operations may be at widely spaced intervals, 
thus reducing the burdensome routine of handling the specimens 
many times at frequent intervals. 
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Kill the material in the desired formula. After the optimum 
fixing interval, wash in water if required by the formula used; 
rinse in water after the Craf formulas; rinse in 30% alcohol after 
most picric acid formulas and in 50 % alcohol after FA A. Animal 
tissues are customarily transferred directly from the killing fluid 
or wash water into pure dioxan, but plant cells are plasmolyzed 
by such treatment. 

Materials that were washed in water or dehydrated up to 30% 
in alcohol or acetone are transferred through the following three 
grades at 8- to 12-hr. intervals. 

(1) H dioxan 
% water 

(2) % dioxan 
3^ water 

(3) Undiluted dioxan. Replace the cork with a perfectly dry one. 

Make two more changes of pure dioxan after intervals of 4 to 
8 hr. The last change of pure dioxan should be new reagent. 
The addition of 5 to 10% xylol to the last change promotes infil- 
tration of difficult material without producing excessive brittle- 
ness. Proceed with progressive infiltration in paraffin as 
described on page 36. 

Materials that were killed in FAA or in any fluid that is 
followed by rinsing in 50% alcohol or acetone are transferred 
through the following series at 8- to 12-hr. intervals. 

(1) dioxan 
water 

(2) % dioxan 

water 

(3) Two changes of dioxan as in the previous schedule. 

Infiltrate in paraffin in the usual manner. 

Materials that were killed in fluids having a water concentra- 
tion of approximately 30% and were rinsed in 70% alcohol or 
acetone should be transferred directly to step 2 given above. 

Grade 1 of the three-grade series should be discarded after 
being used with killing fluids that are not washed out with water. 
The other solutions may be used repeatedly. When returning 
these reagents to the stock bottle, pour through dry filter paper 
to remove spores, hair fragments, and other debris. After being 
used once, pure dioxan 3 is used to make dilutions 1 and 2. 
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A five-grade series is recommended for delicate or easily 
plasmolyzed material. 

During the experimental period following the introduction of 
dioxan, unsatisfactory results were reported by many v^orkers. 
Some lots of dioxan produced severe shrinkage; other purchase^ 
yielded acceptable, though variable, results. Subsequent stapd'^ 
ardization of a reliable product has largely eliminated thp uncer- 
tainties of the process. An inexpensive and highly satisfactory 
dioxan can now be obtained from the Carbide and Carboq 
Chemicals Corporation, Chicago, 111. A more expensive grade 
is made by the Eastman Kodak Company, Rochester, N.Y, 
Bulk purchases from jobbing houses should be rejected unless 
certified as to source and purity. 
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INFILTRATION AND EMBEDDING IN PARAFFIN 

The paraffin matrix in which tissues are embedded serves to 
support the tissues against the impact of the knife and holds the 
parts in proper relation to each other after the sections have been 
cut. These functions are best performed if all cavities within 
the tissues are filled with the matrix and if the matrix adheres 
firmly to the external and internal surfaces of the material. 
Infiltration consists of dissolving the paraffin in the solvent con- 
taining the tissues, gradually increasing the concentration of par- 
affin, and decreasing the concentration of solvent. The solvent 
is eliminated by decantation or evaporation, or both, depending 
upon the character of the solvent and the process used. 

PROPERTIES AND PREPARATION OF PARAFFIN 

The properties of the embedding paraffin are important factors 
in the success or failure of sectioning. Desirable properties are 
as follows: 

1. Constant and known melting point and appropriate hardness; the 
waxes used for most botanical work have melting points between 50 to 55°C., 
with a tolerance of 2° for a given grade. 

2. Smooth, even texture, with a minimum of crystalline or grainy 
structure. 

3. Absence of particles of dirt, included water, and volatile or oily com- 
ponents. 

Commercial paraffins from different sources differ widely in 
properties and suitability for embedding. Purchases made from 
a given source may vary from time to time, some lots giving 
satisfactory results, whereas other lots, treated by identical 
methods, are unsatisfactory. For these reasons paraffins from 
the available sources should be tested as to melting point, texture, 
behavior under the casting methods used, and cutting properties 
with familiar subjects. 

Most of the paraffins sold for domestic canning have excellent 
properties but are too soft for sectioning under ordinary room 
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temperatures or for cutting very thin sections. This inexpensive 
paraffin is satisfactoify for sectioning soft materials Such as fruits 
if sections over 20 /i in thickness are desired. Paraffin of excellent 
quality and meeting stated melting-point specifications can be 
purchased from biological supply houses but at rather high cost. 
Some laboratories use three grades of paraffin, having respective 
melting points of 35, 45, 55°C. It is claimed that a gradual and 
progressive infiltration is obtained by using these grades of 
paraffin. If a suitable grade of hard paraffin is too expensive, 
canning paraffin can be used for preliminary infiltration, and the 
more expensive hard paraffin used for the final embedding. 
Canning paraffin requires no preparation, the pieces may be put 
into the oven tank where melting takes place readily. 

Bulk paraffin can be purchased in 10-lb. slabs at low cost from 
petroleum refining companies. This bulk paraffin usually con- 
tains considerable dirt and some included water, but it can be 
purified easily in the following manner. Heat a quantity in a 
pan until it just begins to smoke, then keep over a small 
flame for at least hr. This expels water and other volatile 
impurities. Avoid heating the paraffin to the ignition point. 
Pour the paraffin into a tall metal container, such as a tall coffee 
can, and permit it to cool in a warm place. This permits particles 
of dirt to settle. Cool until the surface begins to solidify, then 
decant into the oven tank. 

Each purchase of paraffin should be tested by casting a test 
block in a paper boat (page 37). The paraffin test block should 
contain no bubbles, opaque spots, streaks or internal fractures. 
When the chilled block is broken, the fracture should show a 
grainless or finely granular surface. The paraffin should slice 
into thin curled shavings, not into brittle granules. Keep a test 
block at a temperature of 30 to 35°C. for 24 hr.; bubbles and 
opaque crystalline spots should not appear. 

Cast blocks of good paraffin should remain free from internal 
defects indefinitely and actually become more transparent and 
fine-textured with age. Occasionally, one encounters 10-year- 
old blocks that are almost as clear as glass and apparently grain- 
less. When a part of a block of such paraffin is melted slowly 
in the oven and recast, the new block is uniformly opaque, has a 
fine, even grain, and excellent cutting properties. Transparency 
again develops with age. It seems that desirable properties are 
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inherent in good paraffin. The undesirable properties of some 
paraffins can only be minimized by the method of preparation 
and casting. 

The texture and cutting properties of paraffin can be improved 
by the addition of rubber and beeswax. Hance’s formula is 
recommended. Dissolve 20 g. of crude rubber in 100 g. of smok- 
ing hot paraffin. Make up the following mixture: 


Paraffin 100 g. 

Rubber-paraffin mixture 4-5 g. 

Beeswax 1 g. 


Heat the mixture smoking hot, filter through paper, and allow 
to cool until it begins to solidify before putting into the oven tank. 

Commercial compounded rubber paraffins are available from 
biological supply firms. Tissuemat and Parlax are two products 
having excellent properties. Commercial rubber paraffin can be 
mixed with twice its weight of low-priced hard paraffin, greatly 
improving the properties of thd latter. Consult the catalogues 
and compare descriptions and prices of trade-marked and other 
embedding paraffin waxes. 


APPARATUS 

Ovens for Infiltration. — A water-jacketed copper oven with 
thermostat-controlled electrical heating is the most reliable type 
of oven. In an oven of this type, a built-in removable copper 
tank makes a suitable container for the supply of melted paraffin. 
The tank can be equipped with a brass petcock, but petcocks 
develop leakage after little wear. A more satisfactory method is 
to dip out the paraffin with a vspoon as needed. Debris settles 
to the bottom of the tank, and the clear paraffin is used from the 
top. A wooden incubator oven with a reliable thermostat is 
satisfactory for paraffin work, but the temperature in different 
parts of the oven is not the same and must be determined. In 
the latter type of oven the supply of melted paraffin may be 
kept in a container with removable cover and dipped out with 
a spoon kept hooked in the container. If it is possible to have 
two ovens for infiltration, use an inexpensive wooden incubator 
oven set for 35°C. for preliminary infiltration and a water- 
jacketed constant temperature oven set for 53 tq 55°C. for the 
final operations. 
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Devices for Casting Blocks. — Several methods are in use for 
casting the embedded tissues into a mold. The most practical 
mold is a paper tray or ^^boat^’ made from strong glazed paper, 
such as herbarium mounting paper. The method of making 
boats is illustrated in Fig. 4. Fold and crease along the dotted 
lines (Fig. 4A), the narrower fold is slightly more than the 



A B 

Fig. 4. — Method of laying out (A) and folding (J5) paper boats for casting paraffin 
blocks. (7, pyramid mold. 


desired depth of the boat, the wider fold is nearly twice as wide. 
Fold as shown in 5, lapping the wide side to lock the narrow side. 
Small unattached objects like spores or minute seeds are cast in a 
pyramid mold (Fig. 4C). Make a paper mold 5 mm. square at 
the bottom and 2 cm. at the top. Soak in thin celloidin, and dry 



Fig. 5.^ — Casting tables; A, boiler-plate table (the dotted line indicates the melting 
zone) ; B, warm-pan device. 


in the oven. Pour the material into the dry mold when the 
tissues are in pure soft paraflSn. 

Some form of hot plate is used to keep the paraffin in the boat 
melted while the material is being arranged. Electric plates 
with thermostatic control are available, A sheet-copper table is 
used in many laboratories. An easily controlled heating table 
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consists of a sheet of 34-in. boiler plate, 6 to 8 in. wide and 18 to 
24 in. long, mounted on legs or on a large ring stand (Fig. 5^4). 
The method of casting described in this chapter applies to the 
use of a boiler-plate casting table, but the method can be adapted 
to other types of plate. 

The warm-pan method must be used for materials that are 
very small, buoyant, or transparent. The boat is supported on 
a wire triangle in a pan, which serves as an air bath, heated by 
a small Bunsen flame (Fig. 5B). 

INFILTRATION WITH PARAFFIN 

The following infiltrating procedure is used with any of the 
common solvents described above. Have the material in a wide- 
mouthed bottle of such size that it fits into the compartments of 
the oven. For example, a 50-cc. bottle one-third full of xylol will 
hold 25 small pieces of corn stem. Pour melted paraffin over the 
cold solvent, nearly filling the bottle. The paraffin solidifies as a 
layer on top of the solvent. Remove the stopper, and place the 
bottle into the 35°C. oven. The layer of paraffin does not melt, 
but it dissolves gradually and diffuses downward into the tissues. 
If the ratio of solvent to paraffin is such that all the paraffin dis- 
solves at this temperature, add 1 teaspoonful of melted wax. 
If the bottle becomes filled with completely dissolved paraffin- 
xylol solution, pour some of the solution into the waste can {not 
into the sink!). Continue adding 1 teaspoonful of melted wax 
every 2 or 3 hr. until a layer of undissolved wax remains on top of 
the solution. The undersurface of the layer of paraffin usually 
develops a translucent, crystalline appearance. When this 
stage is reached, the solvent is obviously saturated with paraffin 
at this temperature. Tissues are not damaged by prolonging this 
infiltration at 35°C., therefore, this part of the process may be 
extended over 2 or 3 days. 

Transfer the specimen bottle to the 53° oven, where the layer 
of solidified paraffin soon melts and the gradual dissolving and 
infiltration initiated at the lower temperature are continued. If 
the tissues are not extremely delicate or fragile, whirl the bottle 
gently until the liquid is homogeneous, as shown by the absence of 
refraction ^^waves” within the liquid. At intervals of about 
4 hr. pour off one-half of the homogenized solution into the waste 
can. Replace the decanted liquid with an equal volume of 
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melted soft paraffin, and replace the bottle into the oven quickly. 
After four or more such partial replacements, pour off all the 
paraffin-xylol solution, which now consists mostly of paraffin, and 
replace with pure paraffin. After 2 to 4 hr. make another com- 
plete replacement and make a ^^button^^ test. Cast a button 
of paraffin about the size of a silver dollar by pouring some of the 
paraffin from the tissues into a pan of cold water; promptly 
replace the specimen bottle into the oven. Allow the test disk 
to cool thoroughly. The cooled test button should not be 
greasy. Chew a piece of this paraffin. The presence of even 
a slight trace of xylol or other solvent is easily detected by taste. 
Examine for the defects and qualities described on page 32. If 
the test piece indicates that all the solvent has been removed, 
make two changes of hard paraffin at 1- to 4-hr. intervals. The 
material is then ready to be cast into a mold. 

The foregoing progressive method may also be used when only 
one grade of paraffin is used for the entire process. The melted 
hard wax dissolves in the solvent and infiltrates the tissues, 
and the solvent may be progressively eliminated. If a hard 
paraffin of good properties is obtainable for 15 cts. per pound, it 
is much more economical to use this for the entire process than to 
use 12 cts. canning paraffin for preliminary infiltration followed 
by casting in 40 cts. ^^biologicaE^ wax. 

Casting into a Mold. — Assume that the infiltrated material is 
in the final change of pure paraffin. If the oven has cooled 
because of frequent opening, the paraffin in the specimen 
bottle may have congealed. Heat the neck and upper portions 
of the bottle in a Bunsen flame. Never heat the bottom of the 
bottle because the tissues resting on the bottom will be overheated 
and ruined. Apply only enough heat to liquefy the paraffin. 
Slight heating repeated at 10-min. intervals is safer than melting 
at one heating. If you have not yet provided means of identifi- 
cation, write the designation of the given lot of material on a 
J4-cm. square of paper and put into the bottle. Heat one end of 
the casting plate with a small flame and place a paraffin-soaked 
empty boat at the melting zone. Pour the paraffin containing 
the tissues into the boat. Arrange the pieces with a bristle, A 
warmed needle may be used, especially to move pieces that have 
become frozen into unsatisfactory positions. Slide the boat 
over the edge of the melting zone toward the cold end of the plate 
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as fast as a row of pieces is arranged. When the pieces are 
suitably oriented, move the boat to the cold end of the plate. 
Sweep the Bunsen flame rapidly over the surface of the paraflSn; 
this permits contraction on the upper surface while the bottom 
of the paraffin is cooling, thereby preventing the formation of 
cavities. As soon as the paraffin is hardened enough to keep the 
pieces of tissue from moving, float the boat in a pan of cold 
water and brush with the Bunsen flame again. Allow the sur- 
face to solidify, and submerge the boat in the water, holding it 
under with a staining jar cover or other weight. When the 
paraffin is thoroughly cooled, peel off and discard the paper boat. 

When using the warm-pan method (Fig. 5B), place a paraffin- 
soaked boat on the triangle, and warm the bottom of the pan 
with a Bunsen flame of such size that the paraffin on the boat is 
kept just melted. Pour the material into the boat, and arrange 
the pieces, occasionally flaming the top surface of the paraffin. 
There is little danger of overheating the material; hence the 
operator need not hurry in arranging the pieces. When the 
pieces are arranged satisfactorily, remove the burner, and pour 
cold water into the pan until the water level is slightly above the 
bottom of the boat. The pieces become hardened into place 
quickly. Sweep the flame over the surface of the paraffin to 
permit internal contraction. Complete the hardening as in the 
former method. 

The spacing of pieces in the block depends on the size of the 
pieces. Root tips and small pieces of leaf can be spaced 5 mm. 
apart; large pieces of stem require more supporting paraffin during 
sectioning and should therefore be spaced at least 1 cm. apart. 
Very slender root tips, coniferous needles, and similar objects may 
be blocked in groups of three or more pieces laid parallel so that 
they can be microtomed simultaneously. 

Recasting. — Poor paraffin of a cast block can be replaced with 
good paraffin, poorly arranged material can be rearranged and 
recast, and excessively large pieces can be trimmed and recast. 
Cut the pieces out of the block, trim the pieces if desired, put 
away excess paraffin if it is of bad quality, and drop the pieces 
into a bottle of melted paraffin in the oven. Do not apply extra 
heat, the temperature should not exceed 53 to 54°C. When the 
blocked paraffin has amalgamated with the new wax, cast into 
blocks, 
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Reinfiltration. — Poorly infiltrated tissues can sometimes be 
salvaged by reinfiltration. This should not be attempted if there 
has been excessive collapse of cells, a frequent result of poor 
infiltration. Cut the pieces out of the paraffin bloc^:, trim away 
excess paraffin, and drop the pieces into dioxan. After 24 hr. at 
35°C. transfer to the 53 to 54° oven and continue progressive 
infiltration (page 36). 

Cast blocks should be stored under conditions that minimize 
damage to the tissues and to the texture of the paraffin. Trim the 
edges of the cast block so that both surfaces arc flat. Store in 
a stout manila envelope or small cardboard box bearing adequate 
identification data. If several blocks are stored in one container, 
use thin cardboard separators. Box containers should be stacked 
so that the blocks lie flat. Stout envelopes support the blocks 
well enough to permit filing the envelopes in the vertical position 
in a filing cabinet. Storage temperatures should be low enough 
to prevent bending of paraffin blocks. 
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MICROTOME SECTIONING OF MATERIAL IN 
PARAFFIN 

APPARATUS 

Material embedded in paraffin is almost invariably cut with 
a rotary^’ microtome, in which the knife is stationary and the 
piece of tissue is moved up and down past the cutting edge. 
Cutting is accomplished by wedge action, like the action of a 
chisel or a plane. After a section has been cut, and the tissue 
carrier has passed the knife on the upstroke, an automatic feed 
mechanism advances the tissue carrier forward, and another 
section is cut. Successive slices remain attached to each other, 
forming a ribbon of paraffin. The successive sections cut 
from a piece of tissue are thus kept in ‘^seriaP^ order, and this 
order can be preserved throughout the processing of the slides. 
From serial slices of an organ of a plant it is possible to reconstruct 
the external or internal structure of the organ, of a tissue system, 
or even of a single cell. As an example of serial sectioning we 
may use the homely illustration of a loaf of bread, cut into slices 
and the slices laid out in order. 

The piece of material to be sectioned is fastened to a mounting 
block, which is clamped into the microtome. Inexpensive 
mounting blocks can be made of hard, porous wood, such as oak 
or ash. The most useful sizes range from 1 by 1 by 2 cm. to 
2 by 2 by 3 cm. Soak the blocks in hot waste paraffin containing 
no xylol or other solvent. Bakelite and other plastics make 
excellent blocks, preferred to wood because plastic blocks do not 
compress when clamped into the microtome (Fig. 6A). Wood or 
plastic blocks are satisfactory for most work, being inexpensive 
and sufficiently rigid for sections over 6 m in thickness. For 
routine sampling of material, many pieces of tissue can be mounted 
on separate blocks, the mounting blocks numbered by means of 
string tags, and test sections made from each piece. The 
mounted blocks can be kept with the proper batches of embedded 
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material until staining trials establish which block has the 
desired stage. 

Metal mounting disks (Fig. 6J5) afford greater rigidity than 
plastic blocks and are indispensable for cutting very thin sections, 
or for sectioning large pieces of firm material. Disks remain 
cold longer after chilling, thereby keeping the paraffin block cold 
for sectioning. Disks are much more expensive than homemade 
blocks, and most laboratories have a limited supply, making them 
unsuitable for the routine sampling method described above. 
Some microtomes have a built-in tissue-mounting disk on a ball- 
and-socket joint. This device is satisfactory for work in which 




Fig. 6. — Mounting of tissues on object blocks: A, wood or plastic block with 
scored surface; B, metal object disk; C, method of orienting paraffin block and 
fastening to object block. 

each piece of material is used up at one cutting, thus emptying 
the carrier for the next piece or for the use of other workers. 
For class use or for work requiring much sampling of diverse 
materials by several workers, removable-object disks are much 
more desirable. 

To fasten a piece of material on a mounting block, trim the 
paraffin around the material so that the cutting plane is estab- 
lished. Lay the cutting face on a clean surface. Heat the 
mounting block, press it firmly on the back of the specimen, and 
hold in contact until the wax cools (Fig. 6C). Build up a fillet 
of paraffin around the specimen to afford firm bracing for the 
tissues (Fig. 7). Cool thoroughly before sectioning. 

Some workers of acknowledged skill use a heavy knife for 
class work, for routine preparation of teaching material, and for 
research. Other workers of equal ability use either a knife or 
a razor blade in accordance with the requirements of the work in 
hand. For sections ranging from 8 to 15 in thickness, a sharp 
razor blade in a, suitable, rigid holder will match the work of 
the heavy knife. The thick type of razor blade (Enders or 
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Christy) can be stropped, used repeatedly, and discarded when 
stropping no longer restores the edge. In a course in micro- 
technique, for the routine preparation of teaching material, and 
for many research tasks, razor blades are economical and entirely 
satisfactory. 

For cutting very thin sections, uncommonly thick or large 
sections, or for tough materials, the heavy microtome knife is 
indispensable. The greater rigidity of a knife permits sectioning 
of material with which a flexible razor would chatter, cutting 
sections of uneven thickness. 

The sharpening of a microtome knife is a laborious process, 
best learned by observing a demonstration. If a knife is badly 
nicked or bowed in the center it is best to send it to the manu- 
facturer for grinding. A straight edge and a new correct bevel 
of the cutting edge are thus established. With a properly ground 
knife occasional stropping restores the edge for a considerable 
time, depending on the hardness of the material being cut. A 
‘^honing back^’ is a longitudinally split metal cylinder that is 
slipped over the thick edge of the knife. The diameter of the 
cylinder determines the angle of the honed wedge. This honing 
l)ack should be on the knife during honing and stropping. The 
metal of the cylinder is usually softer than the knife and wears 
away faster by honing. When the cylinder is appreciably worn, 
or unevenly worn, a new one should be fitted and ajiew wedge 
angle honed on the knife. It may be necessary to hone the knife 
on a fine gray hone using soap suds as a lubricant. When the fine 
hone and strop fail to restore the edge, a new wedge and cutting 
edge must be established as follows. Place the cutting edge on 
the coarser yellow hone with the knife vertical, and make one 
light stroke, removing the cutting edge completely. Then lay 
the knife flat on the hone and stroke with long oblique strokes, 
alternating the two sides, until the two sides of the new wedge 
meet. Examine periodically with a microscope. Hone on the 
fine gray stone until the edge consists of uniform, minute serra- 
tions. Strop as usual before using. 'A heavy old-fashioned razor 
makes an excellent microtome knife, 

FACTORS INFLUENCING SECTIONING 

Successful sectioning in paraffin depends upon a number of 
interacting factors. The most important of which will be dis- 
cussed briefly. 
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Quality of the Paraffin. — The hardness of the paraffin should be 
appropriate for the character of the tissues, the desired thickness 
of the sections, and for the room temperature at which the cutting 
is done. The paraffin should have a grainless or very fine- 
grained texture, should be free from bubbles and opaque spots, 
and should contain no grit or other debris. 

Proper Infiltration. — Improperly infiltrated material breaks 
out of the paraffin block. Examine the cut face of the material 
with a hand lens or a binocular dissecting microscope. Crum- 
bling within the tissues may indicate inadequate penetration by 
paraffin during infiltration or may be the result of excessive hard- 
ness or brittleness of the tissues (see page 44). Breaking out 
of entire sections from the paraffin ribbon indicates poor adhesion 
between external surfaces of the piece of tissue and the paraffin. 
Inadequate infiltration may be due to incomplete dehydration or 
excessively rapid infiltration. The remedy lies in reinfiltration 
(page 39). 

Orientation of the Mounted Material. — The paraffin around 
the piece^ of material should be trimmed rectangular, with the 



Fig. 7. — Methods of orienting objects of various shapes; A, a leaf mounted 
for cross sections; a small stem or other cylindrical organ mounted for cross 
sections; C for longitudinal sections; D and E, sectors mounted for cross sections; 
F, sector of large herbaceous stem mounted for radial sections. 

material approximately centered laterally in the paraffin. If the 
tissue is not vertically centered in the paraffin, the thicker layer 
of paraffin should be at the top, affording support against the 
pressure of the cutting action (Fig. IF), The edge which 
approaches the knife should be parallel to the knife (Fig. 8C). 
For most paraffin sectioning the knife is placed at right angles to 
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the vertical motion of the paraffin block. The other angle to be 
considered is the declination, or the tilt of the flat face of the 
knife toward the tissue (Fig. SA, B). This angle must be 
determined by trial. 

Rigidity of Mounting. — The piece of tissue should be firmly 
attached to a mounting block or disk and supported, especially 
on the edge away from the knife, by a generous layer of paraffin 
(Fig. 7E), The mounting block, the knife, and the knife carrier 
must be firmly clamped into place. Inadequate rigidity of the 
tissue mounting or of the knife results in alternate sections of 
unequal thickness. This can often be recognized in the ribbon 
but usually becomes evident during staining. The thicker sec- 
tions will be more deeply stained than the alternating thin ones. 
In sections of a large stem there may be alternate deeply stained 
and lightly stained bands in each section. 

Temperature Factors. — Cutting is influenced by the tempera- 
ture of the paraffin block, of the knife, and of the room. If the 
temperature of one or more of these factors is too high, compres- 
sion of the sections occurs on impact with the knife. If the 
temperature is too low, the sections may curl, or successive sec- 
tions may not adhere and thus fail to form a ribbon. Thick sec- 
tions are relatively more tolerant to higher working temperatures 
than are very thin sections. A heavy microtome knife permits 
a higher temperature than does a razor blade. If the temperature 
is too high for the grade of paraffin being cut, cool the mounted 
paraffin block and the knife or razor-blade holder in a pan of ice 
water. Align the tissues and knife in the microtome quickly, 
and cut sections until the paraffin becomes too soft, when the 
cooling should be repeated. Knife cooling devices are described 
by Johansen, 1940. During hot weather, little can be done about 
room temperature. However, it is possible to ^^air condition” 
an enclosed working chamber by means of ^^dry ice” (solid CO 2 ), 
or by means of one of the small, compact, and inexpensive air- 
conditioning units now on the market. This method will extend 
the seasonal and geographic range of effective paraffin work. If 
a refrigeration room is available, perfect control is possible by 
setting up the microtome in the cold room and warming a zone 
around the knife with a desk lamp. 

Hardness or Brittleness of the Material.— If the above pre- 
cautions are observed and satisfactory sections and ribbon are not 
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obtainable from dry blocks of tissues, try the warm-water treat- 
ment. Paraffin is not impervious to warm water. If a block 
of embedded tissue is soaked in water at 35 to 40°C. for S hr. or 
longer, the paraffin becomes translucent, water penetrates the 
tissues and renders many hard or brittle subjects soft enough to 
permit the cutting of excellent sections. Mount a specimen on a 
metal disk or on a block of plastic, put into a beaker of water, 
and keep in a 35 to 40°C. oven for 12 hr. Objects mounted on 
wood blocks should be inverted in a vial of water, so that the 
tissues are submerged. The extent of softening should be tested 
after 12 hr. by cooling the material to proper cutting temperature 
and making trial sections. If the tissues are not soft enough, 
return to the oven for another 12-hr. interval, and test again. 
Some materials crumble and break out of the paraffin with this 
treatment. .After treatment, material cannot be returned to dry 
storage because the tissues become disorganized on drying. If 
the hot-water method does not yield sections, the material is 
probably too hard to cut by the paraffin method. 

THE OPERATION OF THE ROTARY MICROTOME 

Having studied the foregoing discussion of some general factors 
influencing paraffin sectioning, we may turn to the specific opera- 
tions involved. The operation of the microtome can be learned 
best by observing the procedure of an experienced worker. 
Study the diagrams furnished by manufacturers, and examine 
your particular instrument with a view to understanding the 
operating principle and interaction of its parts. Some general 
suggestions are applicable to the operation of most types of 
instrument. With the tissue carrier at the upper limit of its 
travel, and the knife removed or at a safe distance from the path 
of travel of the tissue carrier, clamp the mounting block bearing 
the tissues into the object clamp. Manipulate the universal 
joint of the clamp until the forward face of the trimmed paraffin 
block, or the desired plane of the sections, is parallel to the knife- 
edge (Fig. 8C). Move the knife carrier forward and the tissue 
carrier downward until the material almost touches the knife-edge 
in its downward travel. Check the setting of the thickness 
gauge. Make sure that the wedge-like cutting edge is tilted to 
have proper clearance on the return stroke (Fig. 8A, B). This 
angle must be determined by trial. Inadequate clearance results 
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in compression of the tissues by the forward fiat face of the knife 
or by the edge of the razor-blade holder (Fig. 8Aj B), Too much 
angle results in a scraping action rather than a chisel action of 
the knife-edge. 

Having checked the above points, turn the operating wheel 
slowly, and at the top of each upstroke, turn the hand crank of the 
feed mechanism one revolution, until each downstrokc removes a 
complete slice. Clean the knife-edge by drawing the thumb and 



C 



Fig. 8. — Orientation of tissues in relation to the knife: A, knife with the ground 
cutting wedge and the hollow grind exaggerated to show necessary clearances of 
angles 2 and 3 and faces 1 and 4; B, razor-blade holder, showing declination 
necessary to clear edge (5) of the clamp; C, top view of mounting block, paraffin 
block, and knife-edge. 

forefinger along the front and back faces of the knife, and proceed 
with the ribboning. Operate the wheel at such speed that there 
is no marked compression of each slice and successive slices adhere 
to form a straight ribbon. Excessive speed of operation not 
only compresses the paraffin but produces excessive wear on the 
feed mechanism and is therefore inexcusable. 

^ A curved ribbon may be the result of one or more of the follow- 
ing conditions: 

1. A dull spot on the knife on one side of the specimen; shift the knife 
laterally in its holder or replace with a good knife. 

2. The upper and lower edges of the paraffin block are not parallel; trim 
with a razor blade. 
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3. The lower edge of the paraffin block is not parallel to the knife-edge; 
adjust the object clamp. 

4. The piece of tissue is not centered laterally in the paraffin; trim the 
unequal side. 

5. The piece of tissue is of irregular shape and bulk. In Fig. 9(7 the com- 
paratively empty right side of the paraffin will compress more than the left 
side, producing a curved ribbon {B). This may be corrected by trimming 
the upper face of the paraffin block (along the dotted line in Fig. 9C). 



B 

Fig. 9. — Paraffin ribbon: straight ribbon, notched if desired by trimming 

one edge of the paraffin block as in Fig. 23L; B, curved ribbon; C, trimming of 
paraffin block along dotted line to correct curvature. 


The method of straightening a slightly curved ribbon on the 
slide is described later. Handle the ribbon with a small brush. 
Do not permit a needle or scalpel to touch the knife-edge. The 
slightest contact will turn the fine cutting edge. For beginners 
a quill-shanked brush is the safest implement. Lay the segments 
of ribbon, in the order of removal from the knife, on clean, 
lintless black paper, and keep in a cool dust-free place until you 
are ready to attach them to slides. For handling long ribbons 
in serial order, cylindrical ribbon holders are manufactured. 
Their operation is obvious from the catalogue illustrations. The 
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foregoing brief outline of the operation of the rotary microtome 
should be supplemented by observing the methods of experienced 
workers. Skill can be acquired only by experience with a wide 
range of subjects. 

The condition of the cells and tissues in the ribbon can be 
judged with considerable accuracy. Examine the ribbon with a 
magnifier or binocular microscope. The paraffin should be 
firmly attached to external surfaces and should fill all wrinkles, 
folds, and visible cavities. Inadequate infiltration may be one 



Fio. 10. — Method of ascertaining the appropriate thickness at which sections 
should be cut: A, perspective view of leaf tissues; B, respective numbers of cell 
layers included in sections of different thickness; C, disjointed appearance of 
leaf tissues in excessively thin sections. 

cause of separation of the tissues from the paraffin or crumbling 
within the tissues. If there is abundant ribbon and if seriation 
need not be maintained, melt a piece of ribbon on a dry, used 
slide, and examine quickly with a microscope. Magnifications of 
400 can be used. It is possible to see the chromosomes and later 
prophase spiremes in root-tip cells; the position of chloroplasts 
in cells can be observed; the degree of granularity of cytoplasm, 
vacuolation, and plasmolysis can be estimated. The success of 
the processing can therefore be judged in accordance with the 
criteria discussed in Chap. XII. 

The optimum thickness of section for any specific subject can 
be ascertained at this point. An experienced worker can make 
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a good guess, subject to verification, by examining the ribbon. 
Study Fig. 10 A, a perspective sketch of a portion of a leaf with 
both layers of epidermis omitted. Assume that sections have 
bfeen cut 20 y. in thickness. Note in Fig. lOB that a section of 
this thickness would encompass two or three layers of narrow 
columnar palisade cells, and considerable portions of interwoven 
spongy parenchyma. In such thick sections it is difficult to 
ascertain the limits of individual cells and the true location of 
bodies within the cells or mycelium in the tissues. A section 5 y 
thick would include adequate longitudinal slices of palisade cells, 
but the sections cut from various portions of the irregular spongy 
cells would appear as separated fragments (Fig. IOC). Sections 
of approximately 10 y might be a good compromise, embracing 
enough of the spongy cells to indicate continuity of contact. 

When cutting tissues infected with a filamentous fungus, it is 
often necessary to make some apparently excessively thick sec- 
tions in order to include sufficiently long strands of the mycelium. 
Lily ovules in the four- to eight-nucleate stage must be cut 15 to 
20 y thick to include the complete set of embryo-sac nuclei in a 
sufficiently high ratio of slides. Onion root- tip slides of 8 to 12 /i 
include enough chromosomes of the complement to show their 
approximate number, but it is desirable to have some slides of 
4 to 6 /X to show chromosome details for the more inquisitive 
students. 

The optimum thickness of sections is obviously a compromise 
between transparency and clearness of separate structures, and 
the showing of the relationship and continuity of associated 
structures. Although the cutting of ultra-thin sections just to 
^^show off one^s skill should be discouraged, every worker gains 
some valuable experience by testing the capacities of available 
materials, equipment, and his skill by cutting some ultra-thin 
sections. 

AFFIXING PARAFFIN SECTIONS TO THE SLIDE 

Paraffin sections in the form of a ribbon are fastened to a glass 
slide with an adhesive prior to staining. Adhesion is influenced 
by several factors, the most important being the following: 

1. Perfectly clean slides. 

2. An adhesive suitable for the particular material. 

3. Proper flattening of the sections by heat. 
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4. Complete hardening of the adhesive, which makes it insoluble in the 
reagents used in staining. 

New slides and cover glasses should be cleaned, although they 
may seem to be clean. A good cleaning fluid is 70% ethyl 
alcohol containing 1 % HCl.'^ Slides may be kept in a jar of this 
fluid and wiped with a clean lint-free cloth as needed. Cleaned 
slides develop a film on standing, therefore it is best to clean 
slides and cover glasses shortly before using. Used slides can be 
cleaned with little effort and represent a considerable saving. 
Slides that have balsam or paraffin on them should be soaked in 
xylol or gasoline for several hours. A supply of used slides can 
be kept in a pint jar of xylol until needed. Wipe off the first 
xylol, rinse in clean xylol and wipe, then clean .with acidified 
alcohol as above. Some workers use Bon Ami for the final clean- 
ing. Examine used slides for excessive scratches and surface 
corrosion. Greasiness of the slide prevents adhesion. Test the 
slides for greasiness as follows: put two drops of distilled water 
on the slide and spread with a scalpel. The water should spread 
out thin on the glass. If the edges of the water roll inward like 
water on a hot plate, the slide is greasy. 

The formulas of the most common adhesives (fixatives) are 
given in the references. The adhesive agent in most formulas is 
either gum arabic, albumcu, or gelatin. Some modifications 
based on well-known adhesives are given here. Albusol is the 
trade name of a stable, liquid albumen used in one formula. 
Sheet gelatin of good giade is used in the last two formulas. 

Adhesive I 


Albusol 5 cc. 

Water 185 cc. 

Formalin (40%) 10 cc. 

Adhesive II 

Gelatin 1 g. dissolved at 35°C, 

Water 90 cc. 

Formalin (40 %) 10 cc. 

Adhesive III 

Solution A 

Gelatin 1 g. 

Sodium benzoate 0.5 g. 

Water 100 cc. 
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Solution B 


t 

Chrome alum 1 g. 

Water 90 cc. 

Formalin (40%) 10 cc. 


Formula I is usually used full strength. Filter enough of the 
stock solution to fill a small dropper bottle. The adhesive prop- 
erty becomes weakened in about 1 month. Formula II is used 
full strength for materials that do not adhere easily. It may be 
diluted with 2 to 5 volumes of water for soft materials that adhere 
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Fig. 11. — Spacing and arrangement of sections (ribbon) in relation to size and 
character of subject and size of available cover glass. 


readily. Filter the solution into dropper bottles. Fresh adhe- 
sive should be made about every month. Formula III is espe- 
cially useful for materials that are difficult to affix to the slide. 
The two separate ingredients of the formula are stable. Mix 1 
volume of A and 6 to 10 volumes of B and filter into a dropper 
bottle. The mixture keeps for months in a refrigerator. The 
three adhesives given above are used in the same manner. 

Decide on the number of pieces to be put on a slide and the 
type of cover glass to be used (Fig. 11). Put enough of the 
adhesive on the slide to float freely the desired amount of ribbon. 
Warm the slide over an alcohol lamp having a wire screen 
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chimney, or on a warming plate, until the paraffin expands, 
undergoes a change of luster, flattens out, and approaches* but 
does not reach the melting point. Keep the ribbon floating 
while heating, permitting expansion. If the paraffin melts, 
cellular arrangement and cell details are distorted. An insuffi- 
ciently heated ribbon does not expand or lie flat on the. slide 
and, therefore, does not adhere well. Tough, woody, or elastic 
subjects are especially difficult to flatten and to attach firmly. If 
the heated ribbon is curved, staighten while still warm by pulling 
the concave ends with a pair of needles. Allow the ribbon to 
cool, then blot with lintless filter paper. Wipe excess adhesive 
from around the edges of the ribbon, otherwise a ring of stainable 
adhesive may be left on the slide and disfigure the finished 
preparation. 

After the sections have been warmed and blotted and the excess 
adhesive wiped off, put the slides into the 53° oven or some other 
warm place free from dust. The adhesive becomes hardened 
enough in about 4 hr. to hold soft materials such as root tips. 
For hard materials a 12-hr. interval is necessary. After the 
necessary interval, remove the slides, and store in slide boxes in 
a dust-free place. 

NUMBERING AND RECORDING OF SLIDES 

It is usually desirable to number or otherwise mark slides after 
affixing the paraffin ribbon. The serial number or code letter 
of the material can be scratched on the slide with a diamond or 
carborundum pencil. Waterproof India ink diluted with an equal 
volume of adhesive makes an excellent slide marking ink that will 
adhere to clean glass through the entire staining process. 

In some investigations it is necessary to make a complete series 
of sections from a piece of material. This may be compared to 
the many sections from a complete loaf of bread, each slice having 
a known position in the loaf. A uniform system of placing the 
sections and numbering the slides should be worked out and 
rigidly followed. A convenient method is to place the strips of 
ribbon so that the sections follow the order used in writing, as 
follows: ' 


1 2 3 4 5 

6 7 8 9 10 

11 12 13 14 15 
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The foregoing numbers show the successive order of the sec- 
tions of a seriation as they are attached to a slide. However, 
the actual method of designating any given section on the above 
slide is as follows: 


(Row 1) 1 2 3 4 5 

(Row 2) 12 (D 4 5 

(Row 3) 1 2 3 4 5 


The circled section is designated as ^'row 2, section 3.’’ 

A block of tissue may yield so much ribbon that several slides 
are required to mount the ribbon. In such cases seriation is 
maintained by mounting the ribbon on the first slide as indicated 
on page 52; on the second slide section 16 occupies the upper 
left hand position as follows: 


Slide 1 

1 2 3 4 5 

6 7 8 9 10 

11 12 13 14 15 


Slide 2 

16 17 18 19 20 

21 22 23 24 25 

26 ® 28 29 30 


The number of sections placed on a slide depends on the space 
available on the slide, the size of the sections, their spacing in the 
ribbon, and the size of the available cover glasses. Individual 
sections on any slide are designated by row and section in that 
row. The circled section, which is actually twenty-seventh in 
the seriation, is identified by the designation slide 2, row 3, 
section Each of the slides in a seriation should be engraved 
or marked with marking ink, giving the number of the lot or 
collection of embedded material, the number of the piece taken 
out of that lot, and the number of the slide in the seriation. As 
a specific illustration, assume that from batch 1 of apple leaf you 
have removed a piece of leaf (piece 1) and sectioned it, yielding 
enough ribbon to fill three slides, with sections in serial order. 
The slides are numbered 1-1-2, 1-1-3, meaning, in the last 

instance, batch (lot) 1, piece 1, slide 3. An individual section 
on slide 3 is then completely identifiable as lot 1, piece 1, slide 3, 
row 2, section 5. This designation on a drawing or photograph 
makes it possible to locate the exact section used. 

In some subjects the cell size or character of the cellular 
arrangement makes it impossible to relocate a given cell by row 
and section. A calibrated mechanical stage should be used to 
study such material. If the stage revolves, decide upon a 
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reference point on the circular vernier, clamp the stage, and study 
the slide. Having found a cell which is to be found again for 
further study, take readings on the longitudinal and transverse 
verniers, and record in your notes and on drawings. It should 
then be possible at any future time to put the same slide on the 
microscope, set the verniers to the recorded readings, and locate 
the particular cell in the field of view. 
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STAINING PARAFFIN SECTIONS 

This chapter is not intended to be a comprehensive treatise on 
the theory and practice of staining. Historical reviews of the 
evolution of biological staining and critical discussions of the 
chemistry of dyes and of staining will be found in Conn’s ‘^Bio- 
logical Stains” (1936). For our purposes it is a safe practical 
assumption that the staining of cellular structures is based on 
specific affinity between certain dyes and particular cell struc- 
tures. This specificity is aided in some processes by a mordant, 
which enters in some manner into a three-way relationship 
between the mordant, the dye, and some part of the cell. 

This chapter presents a graded series of practical exercises in 
staining, using designated subjects and a limited number of 
time-tested stains and combinations. Staining procedures are 
presented in the form of charts. It is easier to follow a series of 
operations on a chart than in a written account. Staining 
processes fall into fundamental types, based on the character of 
the stains used. Each chart should be regarded as a type chart 
rather than as a rigid set of specific directions. The sequence 
of operations should be followed closely, but the time element in 
some operations should be understood to vary widely. If the 
function of each operation is thoroughly understood, variations of 
the time element are easily made in accordance with the reactions 
of the material being stained. 

EQUIPMENT 

Paraffin sections affixed to slides are stained and processed by 
immersion in reagents in staining jars. Note the various types 
of jars illustrated in catalogues. The most satisfactory type is 
the Coplin jar, a vertical jar with grooves that hold the slides 
in a vertical position. Unlike the horizontal type, Coplin jars 
occupy little table space; the small opening and the ground-glass 
lid minimize evaporation: and the slides can be handled more 
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easily in the vertical position. A well-built Coplin jar will hold 
9 slides, staggered as shown in Fig. 12 A, Some workers place 
slides into the grooves in pairs, back to back*, but this method 
does not give the reagents free access to all surfaces of a slide. 
For quantity production of slides, screw-topped jars can be used 
in conjunction with various types of racks, 
holding from 5 to 15 slides (Fig. 12.B). 
Staining jars should be cleaned occasionally 
in chrome-sulphuric cleaning fluid, washed 
thoroughly, and rinsed in distilled water. 
Jars that are to contain anhydrous reagents 
must be dried. Assemble a set of at least 
15 jars on a shallow wooden tray, on which 
they can be carried about or put out of the 
way easily. Label each jar in accordance 
with the reagents used in Staining Chart 
I. Do not label water jars, because the 
same jar is used for several changes of dis- 
tilled water and tap water by pouring out 
and refilling. If lids are not readily 
interchangeable, label each lid to correspond 
with the matching jar. Do not number 
your jars. Learn to reason out each step 
in the staining process rather than to 
memorize a numerical sequence of opera- 
tions. Each jar should contain enough 
reagent to cover the slides completely. 

STAIN FORMULAS 

The existence of several exhaustive for- 
mularies makes unnecessary the compila- 
tion of an extensive list of stain formulas in this manual. In 
actual practice only a few of the large number of known stains 
are used; therefore, the type formulas and specific formulas of 
only the most frequently used stains are given here. Detailed 
methods of using these stains begin on page 61. 

The Hematoxylin Stains. — The hematoxylin formulas rank 
among the most useful biological stains. Hematoxylin is a 
natural dye, extracted from logwood. Hematoxylin campechianuvi 
L. The product is purchased in the form of a pale yellow or 



Fig. 12. — A, top view 
of Coplin staining jar 
showing staggered ar- 
rangement of nine 
slides; R, wire holder 
for slides. 
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brownish powder. The certified dye should be specified. Hema- 
toxylin is not a dye in itself, but in the presence of certain 
alums, which serve as mordants, hematoxylin stains specific cell 
structures. Numerous formulas and procedures appear in the 
literature. There are two principal types of formula: (1) the self- 
mordanting type, in which the hematoxylin dye, the alum 
mordant, the oxidizing agent, and a preservative are in the same 
solution; (2) the separate-mordant type, in which the mordant is 
first applied to the tissues, followed by the application of the dye. 

Three of the most useful self-mordanting formulas are given 
below: 

Mayer’s Hemalum (Modified) 

Dissolve 20 g. potassium alum in 1 1. boiling water. 

Add 1 g. hematoxylin crystals to the above. Remove from the heater 
when dissolved. 

Add 0.2 g. sodium iodate (NalOs). 

The stain is ready to use at once. Filter whenever a metallic scum is 
visible on the surface of the stain in the staining jar. The stain gradually 
disintegrates and should be made up fresh every 2 to 3 months. 

The above stain was developed during the postwar years when 
it was difficult to obtain uniform hematoxylin and prepared 
hematin was almost nonexistent. The use of sodium iodate and 
brief heating brings about adequate oxidation, making the stain 
ready to use at once. However, the poor keeping qualities are 
a serious objection. 

It is now possible to obtain a satisfactory hematin, and the 
following formula, a reintroduction of hematin by Kornhauser 
(1930), will probably replace the Mayer formula and its 
modifications. 


Hematin-alum (Kornhauser) 

0.5 g. hematin (Mac Andrews and Forbes). 

Grind in a glass mortar with 10 cc. 95% alcohol. 

Add to 500 cc. potassium aluminum sulphate, saturated aqueous solution. 
The stain is reafly to use at once and has good keeping qualities. 

Harris’ Hematoxylin 

11. 50% alcohol; 1 g. aluminum chloride; 2 g. hematoxylin crystals. 

Heat on a water bath until dissolved. 

Add 6 g. mercuric oxide; filter. 

Add 1 cc. HOI 
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In using this stain, the tissues are overstained, then destained as shown in 
Staining Chart II. 

Delafield’s Hematoxylin (Slow -ripening Formula) 

100 cc. saturated solution of ammonia alum; add drop by drop 6 cc. 
absolute alcohol containing 1 g. hematoxylin. 

Expose to light in open bottle for 1 week. 

Filter, and add 2.5 cc. glycerin and 2.5 cc. nfethyl alcohol. 

Allow to ripen at least 2 months. Filter as needed. 

Delafield’s Hematoxylin (Rapidly -ripened Formula, Kohl and James) 

Prepare the complete formula as above. Pour into a shallow open dish 
and expose to a quartz mercury-vapor lamp for 2 hr. Another method of 
ripening (Neild) consists of exposing the liquid to a Cooper-Hewitt light, 
for 1 hr., 15 cm. from the light, at 140 volts, 3.3 amp. 

Iron -hematoxylin (Heidenhain^s), (Iron -alum Hematoxylin) 

The mordant consists of a freshly made 4% solution of iron alum (ferric 
ammonium sulphate). Select clean, transparent, violet-colored crystals, 
especially avoiding crystals with a rusty coating. Discard the solution 
when a yellow precipitate develops in the bottle. 

A stable mordant that will keep for months is made as follows 
(Lang) : 


4% iron alum 500 cc. 

Acetic acid (glacial) 5 cc. 

H2SO4 (concentrated) 0 . 6 cc. 

The destaining reagent is 

4% iron alum 500 cc. 

Acetic acid 5 cc. 

H2SO4 0.3 cc. 


Alternative destaining agents are 

1. Mordant diluted with an equal volume of water. 

2. Saturated aqueous solution of picric acid. 

The stock solution of stain is a 0.5% aqueous solution of 
hematoxylin. Measure the required volume of distilled water, 
add a pinch of sodium bicarbonate, about as large as a match 
head to a liter of water. Bring the water to the boiling point, 
remove from the heater and add the dye. Do not boil the solu- 
tion! Cool promptly and store in a refrigerator. Dilute the 
stock solution with twice its volume of water for the 4-hr, sched- 
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ule and with 4 parts of water for a 12-hr. stain. Although the 
new stain will give satisfactory results, it improves after 2 or 3 
days. The stain begins to deteriorate in a few months. 

Another type of stock solution consists of a 10% solution of 
hematoxylin in absolute ethyl alcohol. Dilute to 0.5% in water 
as needed. 

The Coal-tar Dyes. — The coal-tar dyes comprise a large and 
highly diverse class of synthetic dyes. Their derivation, chemical 
composition, and properties are discussed in great detail by Conn 
(1936). Specify dyes that are certified by the Commission on 
Biological Stains (Conn, 1936). Only the members of this group 
that are in common use for botanical work will be presented here. 
Coal-tar dyes are used in a variety of solvents, and the general 
formulas for the most common stock solutions are as follows: 

(1) 0.5 to 1% solution in water, with 5% methyl alcohol optional, as a 
preservative. 

(2) 0.5 to 1% solution in ethyl alcohol, with alcohol concentrations of 50, 
70, and 95 % preferred by various workers. 

(3) Saturated solution in clove oil, or 

in equal volumes of clove oil and anhydrous ethyl alcohol, or 
in methyl ccllosolve, or 

equal volumes of clove oil, anhydrous alcohol and methyl cello- 
sol ve. 

The following table shows the usual solvents (x) in which the 
best known coal-tar dyes are used. 


Dye 

Water 

Alcohol, 

% 

Clove oil or 
cellosolve 

Acid fuchsin (acid) 

X 

70 


Aniline blue (acid) ( = cotton blue) 

X 

50 


Bismarck brown Y (basic) 


70 


Crystal violet (basic) 

X 


X 

Eosin Y (acid) 


95 


Erythrosin (acid) . . . 


95 

X 

Fast green FCF (acid) 


95 

X 

Orange G or gold orange (acid) 


100 

X 

Safranin 0 (basic) 

X 

50 to 95 

X 


The principal botanical uses for the common stains are indi- 
cated in the following tabulation: 
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Cellulose cell walls. 

Hematoxylin (self-mordanting type). 

Fast green FCF. 

Aniline blue. 

Bismarck brown Y. 

Acid fiichsin 
Lignified cell walls. 

Safranin. 

Crystal violet. 

Cutinized cell walls. 

Safranin. 

Crystal violet. 

Erythrosin. 

Middle lamella. 

Iron hematoxylin. 

Ruthenium red (material cut fresh). 

Chromosomes. 

Iron hematoxylin. 

Safranin. 

Crystal violet. 

Carinin (for acetocarmin smears). 

Mitochondria. 

Iron hematoxylin. 

Achromatic; figure. 

Crystal violet. 

Fast green FCF. 

Filamentous fungi in host tissues. 

Iron hematoxylin. 

Safranin O. 

Fast green FCF. 

Cytoplasm. 

Eosin Y. 

Erythrosin B. 

Fast green FCF. 

Orange G or gold orange. 

The above tabulations indicate some relationship between the 
acid or basic character of a stain and its specificity. A basic 
stain is one in which the color bearer” is a basic radical; in an 
acid stain the color bearer is an acid radical. As a rule basic 
stains are selective for nuclear structures and, in some processes, 
for lignified cell wall. Acid stains are usually selective for 
components of the cytoplasm and for unlignified cell wall. 

The common clearing oils (clove oil, cedar oil, bergamot oil, 
and wintergreen oil) are usually used in concentrated form as 
purchased or thinned slightly with xylol. An inexpensive and 
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highly satisfactory clearing agent, known as carhol-xylol^ consists 
of 1 volume of melted c.p. phenol (carbolic acid) and 3 to 4 vol- 
umes of xylol. 


STAINING PROCESSES 

To meet the needs of teachers and beginners in this work, 
staining processes are arranged in a graded sequence, beginning 
with the simplest processes, in which the variables and possi- 
bilities for errors are reduced to a minimum. The simplest type 
of stain is a progressive stain, in which the intensity of the color 
imparted to the tissues is proportional to the length of immersion 
in the stain. Some of the most useful stains of this type have 
hematoxylin as the active ingredient. In this category of self- 
mordanting stains, the most important are Delafield^s hema- 
toxylin, Harris’ hematoxylin, and Mayer’s hemalum. Many 
modifications may be found in the literature. 

The term “hemalum” is used in this manual to refer to any 
of the self-mordanting alum hematoxylins described below. 
The choice among these stains is largely a matter of personal 
preference. 

Hemalum (Progressive). — The modification of Mayer’s hema- 
lum, on which staining Chart I is based, is selective for cellulose, 
pectin, fungus mycelium in many cases, weakly selective for 
chloroplasts, strongly selective for metabolic (resting) nuclei, and 
moderately selective for chromosomes in some subjects. Use 
hemalum without any other stain for meristematic organs, for 
anther and ovary slides in which a critical chromosome stain is 
not necessary, and for subjects having but little strongly lignified 
or differentiated tissues. This stain develops a “metallic” scum 
on standing. The particles of this scum adhere to the adhesive 
and to the sections on the slide, therefore the stain should be 
filtered before using. 

'^The preliminary processing of slides, prior to immersion in 
stain, is essentially the same regardless of the stain used. This 
prestaining process will now be outlined and is understood to 
apply when an aqueous stain is used. After the affixed sections 
have been dried in the 53° oven, the sections and adjacent parts 
of the slide are found to be coated with melted paraffin from the 
ribbon. Obviously, the first operation is to dissolve this paraffin 
by immersing the slide in a jar of xylol. If slides are taken 
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directly from the oven, the paraffin is dissolved in I or 2 min. 
With cold slides it is better to allow 5 min. The slide is now in a 
very dilute solution of paraffin in xylol, which is removed by 
immersing the slide in anhydrous acetone or alcohol. As out- 
lined in Staining Chart I, progressive transfer to water is then 
made through the indicated grades of acetone or alcohol. Trans- 
fers should be made quickly so that the slides do not become dry. 
The intervals can be shortened to 30 sec. by moving the slides 
up and down in the solution with forceps. The slides are now 
ready to be stained. 

The series of reagents in which slides are deparaffined and 
‘^run down’^ to water should be replaced when the 30% acetone 
or alcohol becomes cloudy or when the fluid drains from the slides 
as if the glass were , oily, indic^atiiig that paraffin and xylol have 
been carried down the series until the 70% and 30% cannot hold 
the xylol-paraffin contaminant in solution. The addition of 10% 
n-butyl alcohol to the anhydrous and 70% grades prolongs the 
useful life of the ^^down’^ series. 

The correct staining interval for a given subject must be 
determined by trial. An experienced worker can make a good 
guess for a trial slide and make corrections for subsequent slides. 
Lily ovary killed in Bouin\s solution required only 10 min. for a 
brilliant stain, whereas a batch fixed in Craf required 1 hr. A 
collection of lily anther in the tc'.trad and separate microspore 
stage yielded excellent slides with a 30-min. stain. To determine 
the correct interval, stain three slides of a subject for three 
intervals, f.c., 10, 20, and 40 min., respectively. Mark the slides 
before staining. The sample slides may be held in distilled water 
and put into the stain at intervals, or they may be put into the 
stain simultaneously and removed after the desired intervals. 
After staining, rinse the slides in two or more changes of distilled 
water, then rinse in three changes of tap water. Note that the 
color in the tissues changes from purple to blue after the transfer 
into tap water. Hematoxylin gives a reddish-purple color when 
acid and a blue color when alkaline. The latter color is preferred 
for the subjects recommended for this first exercise. 

The schedule on Staining Chart I now calls for progressive 
dehydration of the tissues and the surface of the slide, followed 
by ‘‘clearing.” Consult the reference manuals for the various 
clearing agents in common use. An inexpensive agent is carbol- 
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xylol, the formula of which is given on page 61. Both ingre- 
dients must be of high grade. Phenol has a great affinity for 
water and removes the last traces of water from the preparation. 
Xylol has nearly the same index of refraction as glass, thus render- 
ing the tissues transparent. High-grade phenol and xylol should 
not affect the stain even after several days of immersion. 

The final operation consists of cementing a coveV glass on the 
preparation. Have ready a supply of newly cleaned and dried 
cover glasses. Use a cover glass of generous, but not wasteful, 
size, with shape and dimensions in keeping with the material to 
be covered (Fig. 11). Discoloration of balsam and fading of 
stain with age proceed from the edges of the cover inward. Have 
a margin of at least 5 mm. between the sections and the edge of 
the cover glass. For mounting one section on a slide, or a few 


STAINING CHART I 

Progressive Hemalum 
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2-5 min. 
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is correct in Chart I 
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1-2 min. 
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5-10 min. 
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2-6 min. 
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sections in a single row, use a or %-in. cover glass. For 

large longitudinal sections of rectangular outline, or for covering 
several rows of sections on a slide, use a square or long cover 
glass of such size that there is a margin of at least 5 mm. 
Caliper all cover glasses, using only those falling within 0.15 to 
0.19 mm. in thickness. 

The affixing of cover glasses should be accomplished quickly 
and neatly. Remove a slide from the last xylol, and place with 
tissue upward on a sheet of dry blotting paper. Working rapidly 
so as to avoid drying of the tissues, wipe excess xylol from around 
the sections, put a drop of balsam on the tissues and lower a 
cover glass obliquely onto the balsam. A black background aids 
in seeing and expelling bubbles. If the size of the drop of balsam 
is correctly gauged, there should be no excess balsam squeezed 
out around the edges or over the cover glass. Newly covered 
preparations must be used with care because the cover glass is 
easy to dislodge and the tissues are liable to be damaged. Drying 
new slides in the 53° oven for one or more days hardens the 
balsam somewhat and permits safer handling of the slides. 

Canada balsam will probably be replaced as a mounting 
medium by a stable synthetic resin. One of the most promising 
new products is known by the trade names of Nevillite and 
Clarite. This synthetic resin may be purchased in solution 
ready to use or in the form of dry lumps. Clarite is soluble in a 
number of solvents, xylol being entirely satisfactory. A 50 to 
60% solution has suitable consistency. The solution is clear 
and perfectly colorless; the thin layer under the cover glass is 
quite invisible. Clarite is a definite, stable chemical Substance 
and does not become colored, nor does it change to form products 
that destroy stains. If durability tests extending over several 
years confirm the stability of this resin, its use will greatly pro- 
long the usefulness of stained preparations. 

This is a convenient point at which to discuss the repair of 
damaged slides. It is possible to salvage a slide having some 
sound sections and some sections that have been damaged by 
misuse. Place the slide upside down under a low-power objective 
and locate the damaged sections. Place a mark over each 
broken section with slide marking ink. Allow the ink to dry 
thoroughly, and drop the slide into a jar of xylol. After the 
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cover glass has slid off, rub off the damaged section with a match- 
stick, rinse in xylol, and mount a new cover glass. 

Destaining and Restaining 

Slides may be examined for color at several stages in the stain- 
ing process, in fact from any reagent that is not so highly volatile 
that the preparation becomes dry during a brief examination. 
The safest reagents from which to examine slides are water, 
carbol-xylol, and xylol. If a slide is being examined out of xylol 
or any other anhydrous reagent, the stage of the microscope 
must be free from water. It is advisable to use an old “smear 
microscope” having no condenser. If the intensity of the stain 
is not satisfactory, it is possible to increase or decrease the inten- 
sity. If a recently finished slide is placed in the xylol III jar, 
the cover glass slides off in a few minutes. Slides on which the 
balsam has become hardened may require several hours or even 
several days. The uncovered slide is passed through graded 
transfers to the appropriate place in the schedule, where more 
stain is applied, or a destaining agent is used as shown in Staining 
Chart II. Hemalum is destained by acids, the most satisfactory 
ones being a saturated aqueous solution of picric acid, or 5 % acetic 
acid, or 0.5% hydrochloric acid. After destaining in an acid, 
the preparation must be thoroughly washed in tap water before 
dehydration. 

Hemalum (Regressive). — The destaining action of acids on 
hematoxylin is selective, i.e,j cytoplasm is destained more rapidly 
than cell walls, plastids, and nuclear structures. This fact makes 
it possible to use a self-mordanting hematoxylin a§ a stain that 
is adequately differential for many subjects. As shown in Stain- 
ing Chart II, the slides are purposely overstained in Delafield^s, 
Harris’, or Mayer’s hemalum, then destained in acid until the 
proper contrast is obtained. 

The foregoing single stain deserves more extensive use for 
routine diagnostic examination of research material. An enor- 
mous amount of time and energy can be spent in applying 
elaborate multiple stains to large numbers of slides, many of 
which are discarded after a moment’s examination. In such a 
large series of slides the few slides having the desired stage can be 
easily restained if a more diagnostic differential stain is needed. 
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STAINING CHART II 

Regressive Hemalum 

Prestaining operations and intervals as in Chart I 



Hemalum 
yi-2 hr. 

!1 

distilled 
water 2 rain. 
> change once 

1 


Balsam and 
cover glass 

i 
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5 min. 

j 

I 

1 

1 

1 

1% HCl 


xylol IT 

5 min. 

1 

1 

J 

1 

J 

10 sec. 

! 

repeat HCl 
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1 


, — until blue 

xylol I 

I 

1 
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5 min. 

1 

tap water <■ 

,j r 

t 

1 

I 

5 min. 

i 

1 

1 


1 

1 

1 


1 

1 

I 

1 

1 

carbol-xylol 
5-10 min. 

if blue 

- examine with - 

if blue color 


is too 

microscope 

is too dark 

pale 

if blue color 
is correct 


anhydrous 
acetone II 
^ 5-10 min. 


50 % 90 % anhydrous 


acetone 

> acetone — 

acetone 1 

2-5 min. 

2-5 min. 

5-10 min. 


Hemalum with a ‘‘General” Counterstain. — The foregoing 
stain can be supplemented by a counterstain, a stain having but 
little specific selectivity but having a color which furnishes optical 
contrast for the principal stain. A counterstain is introduced 
into the staining series at a place having approximately the same 
water concentration as the solvent of the counterstain. One of 
the most useful counterstains is erythrosin. The stock solution 
contains 3^% stain dissolved in 95% alcohol. Referring to 
Staining Chart III, note that the slide, previously stained 
to the correct intensity in hemalum, is put into erythrosin- 
after 90% acetone or alcohol. The interval in erythrosin must 
be determined by trial and may range from a few seconds to 1 hr. 
This counterstain is removed from different types of material in 
variable degree by the subsequent dehydration. The final inten- 
sity of the pink counterstain depends on the tenacity with which 
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the tissues retain the stain. If the pink color is too dark, it will 
obscure some of the details stained blue by the hematoxylin. 
Excess counterstain can be removed by running the slide back 
to 50% acetone or alcohol. More pink can be added as shown on 
Staining Chart III. The same slide can be repeatedly destained 
or restained in the counterstain until exactly the desired effect 
is obtained. The hematoxylin is not affected during this 
manipulation. 


STAINING CHART III 

Hemalum with ‘‘ General Counterstain 
Prestaiiiing operations and intervals as in Chart I 


Hemalum 
to corre(;t 
intensity 


50 % 

acetone 


“90% acetone 

1 . 

erythrosin 
in 95% alcohol 
5 sec. or more 
t 


anhydrous 
acetone I 
r 


if not red <— 1 
enough j 


anhyd. 
acetone II - 


carbol- 
> xylol — 


Balsam and 
cover glass 


xylol III 

xylol II 

xylol I 

if satisfactory 


i-->if too 
- • examine with 1 


> microscope 


Other common counterstains used with the above hematox- 
ylins are orange G, gold orange, eosin, fast green, and light 
green. The underlying principle for applying other counter- 
stains is the same as for erythrosin. Counterstains may also be 
dissolved in clove oil and applied after the last dehydrating step, 
omitting carbol-xylol because clove oil is an excellent clearing 
agent. Counterstains may also be dissolved in water, 50% to 
absolute alcohol, or Cellosolve and introduced into the series at 
the corresponding point of dehydration. For any given batch of 
slides of one subject it can be easily determined by trial which 
solvent of the counterstain gives the most satisfactory results. 
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Hemalum and Safranin. — After acceptable results have been 
obtained with the foregoing single stain and the double stain, 
undertake the mastery of a double stain having two selective 
components. One component of the next double stain is a self- 
mordanting hematoxylin; the second component is safranin, 
which is highly selective for chromosomes, lignin, cutin, and in 
some cases for hemicelluloses. An important feature of this 
combination is that the hemalum is applied to the desired inten- 
sity and remains fixed throughout subsequent processing, whereas 
the safranin is applied until the material is strongly overstained 
and then is differentially dcstained. 

Staining Chart IV begins with a slide that has been stained in 
hemalum as shown in Chart I or II, then immersed in safranin. 
The interval in safranin ranges from a few minutes to 12 hr. 
Some collections of young corn stem require at least 1 hr. in 
safranin. Wood sections cut in celloidin may take up enough 
safranin in 5 min. to make destaining difficult. Untested mate- 
rial should be tried at intervals of 10, 30, and 60 min. and 8 to 
12 hr. After removal from safranin and rinsing in water, all cells 
of the section are found to be stained deep red, the blue color of 
the hemalum being masked. Dehydration and differential 
destaining are accomplished simultaneously by passage through 
the acetone or alcohol series. Safranin is removed from cyto- 
plasm and unlignified tissues by 50 and 70% alcohol and at a 
slower rate by similar grades of acetone. Higher concentrations 
of alcohol and anhydrous alcohol also dissolve the safranin, but 
90% acetone and anhydrous acetone have slight destaining 
action. Acetone, therefore, permits easier control of destaining 
than does alcohol. Lignified tissues, cutin, and plastids retain 
safranin throughout suitably rapid dehydration. The correct 
stain has been attained when lignified cell walls are a clear, trans- 
parent red and unlignified walls are blue, with little or no reddish 
tinge. Chloroplasts may be blue, violet, or red. In order to 
make chloroplasts red enough to show up clearly, it may be 
necessary to compromise by leaving too much red in the cellulose 
walls. If a finished preparation is found to be unsatisfactory, 
the cover glass can be removed, and the material destained or 
restained. However, alterations in the intensity of the safranin 
can be made best after the slide has been examined from carbol- 
xylol. Carbol-xylol has a very slow destaining action on sa/- 
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ranin; preparations left in carbol-xylol for 4 to 12 hr. show highly 
critical differentiation of structures having varying degrees of 
lignification^ such as the stratifications in the walls of xylem cells 
and sclerenchyma. 


STAINING CHART IV 

Hem ALUM AND “Specific** Countbrstain 
Prestaining operations as in Chart I 


Hemalum to correct 
color as in Chart I 


wash as in Chart I 
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♦ I ♦ 
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J t. 
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cover glass 

I 
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xylol II 
xyloji 

■, J 

if red 
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- examine with - 
microscope 

I 

carbol- 
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--wf too 
red 
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Safranin-Fast Green. — The next type of stain combination to 
be considered has two components, both of which are subject to 
differential destaining and which react upon each other during 
dehydration. ''Chis staining process is obviously more difficult 
to control than the preceding processes. As shown in Staining 
Chart V, the first stain to be applied is aqueous saf ranin, in which 
the preparation is strongly overstained. One hour in saf ranin 
is occasionally enough; some woody materials stain well in 5 min. 
Your previous experience with the hemalum-safranin combina- 
tion will indicate the safranin-holding capacity of tested mate- 
rials. The safranin begins to dissolve out during passage through 
50 and 90% acetone or alcohol. The counterstain, fast green 
FCF in 95% alcohol, is now applied. Both the green stain and 
its solvent have a differential solvent action on the safranin^ 
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removing the latter from the unlignified tissues more rapidly 
than from the lignin, cutin, and chromatin. The interval in 
.green is usually a matter of seconds, rarely as much as 2 min. 
The preparation should be examined out of carbol-xylol. Correct 
contrast has been attained when lignin, chromatin, and in some 
cases cutin are brilliant red, chloroplasts pink to red, and cellulose 
walls and cytoplasm green. 

The two stains of this combination can be manipulated until 
the desired contrast and intensities are obtained. If alcohol is 
used in the dehydrating series, the slide may be placed on a 
microscope, kept wet with 50% alcohol, and observed until only 
the lignified elements remain red. The slide is then rapidly 
carried through the subsequent processes. Acetone is too vola- 
tile to permit siich examination. With some experience it is 
possible to judge when the safranin has been destained suffi- 
ciently to add the green eounterstain. If the stock solution of 
fast green acts too rapidly for a given subject, the green color will 
mask the red, and all cells may be(M)me stained deep green. In 
such cases dilute the green stain with 1 to 5 volumes of 95% 
ethyl alcohol. Excess fast green can be removed to any desired 
degree by running the slide back into 90% acetone or 50% 
alcohol. An instantaneous immersion of a slide in 90% acetone 
removes the film of green dye from the glass but removes very 
little from the tissues. Manipulating the green dye may result 
in excessive removal of safranin. In this event run the slide 
back down to water and begin with safranin as with a new slide. 
If many slides are carried through this stain combination, 
acetones I and II will become contaminated with green dye, and 
the color balance will be difficult to control. A third jar of 
anhydrous acetone should then be added to the dehydrating 
series. 

Using Staining Chart V as a basis, several stains can be sub- 
stituted for fast green. The most common other green stains are 
light green and malachite green. Several excellent blue counter- 
stains are cotton blue, methylene blue, gentian violet (crystal 
violet), and aniline blue. Any of these green or blue counter- 
stains can be used in solution in 95% alcohol, in the sequence 
shown in the chart, or they may be dissolved in 50% alcohol or 
in clove oil and introduced at the appropriate place in the series. 
The above safranin-green or safranin-blue combinations serve as 
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excellent cytological stains for many subjects, but their cyto- 
logical applications are considered only in connection with the 
preparation of classroom materials. 


STAINING CHART V 

Safkanin-Fast Green 

Prestaining operations and intervals as in Chart I 
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safranin 
1-12 hr. 


Balsam and 
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1' 


if too examine if too 
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The Triple Stain (Flemming). — The triple stain is of consider- 
able historical interest and is still in high favor in some labora- 
tories. The three components are safranin, crystal (gentian) 
violet, and orange G (or gold orange). Safranin is intended to 
stain chromatin, lignin, cutin, and in some cases chloroplasts. 
Gentian violet should stain spindle fibers, nucleoli during some 
phases, and cellulose walls. The orange dye acts as a differ- 
entfating agent, serves as a general background stain, and, more 
specifically, stains cytoplasm and in some subjects cellulose walls. 
All three components are highly soluble in the reagents used in 
the staining process and are subject to changes of intensity and 
mutual interaction during most of the process. The correct 
balance of relative intensities is, therefore, very difficult to 
control. Nevertheless, the process yields spectacularly beautiful 
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slides from the hands of an expert. However, an attractive or 
gaudy polychrome effect is not adequate justification for the use 
of an elaborate and time-consuming process. The real test of 
the desirability of a multiple stain is the specific selectivity of its 
color components for definite morphological or chemical entities 
in the cell. 

The sphere of usefulness of the triple stain may be judged by 
a consideration of the stains used in modern cytological research. 
It is noteworthy that the most critical modern work on chromo- 
some structure and behavior has been done with the iron-hema- 
toxylin stain, with the gentian violet-iodine stain, and with aceto- 
carmine smears. The most reliable work on the spindle-fiber 
mechanism and spindlc-fibcr attachment has also been done 
with the first two stains. As an illustration in the field of anat- 
omy, it will be obvious that in studies of vascular tissues a 
stain is required primarily to show a xylem-phlocm contrast, 
distinguishing between lignified and unlignified cell walls. This 
is usually done adequately with a two-stain combination. There 
is no special virtue in having a delicate orange background for a 
study of the organization of a vascular bundle or in a section of 
pine lumber. However, in many cytological problems involving 
the entire cell rather than merely the actively dividing chromo- 
somes, the triple stain is an indispensable tool. Another legiti- 
mate sphere is in pathological studies in which it is desirable to 
produce polychrome contrasts between a parasite and its host. 
The object of the above discussion is to emphasize again the view 
that any elaboration that docs not serve a definite, useful func- 
tion is a waste of time. The triple stain should be kept in its 
proper place among the diverse tools of the technician. 

The three stains used in the conventional process are the 
following standard stock solutions: 

Safranin O, aqueous, or in 50% alcohol. 

Crystal violet, or gentian violet, 0.5 or 1.0% in water. 

Orange G, or gold orange, saturated solution in clove oil. 

Mordanting is necessary for some subjects. After killing in 
fluids containing osmic and chromic acids, no mordanting is 
necessary. For materials that do not retain the stains, mordant 
for 1 to 12 hr. in 1 % aqueous chromic acid or in an aqueous solu- 
tion containing 2% chromic acid and 0.5 to 1.0% osmic acid. 
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Staining Chart VI is intended primarily to show the sequence 
of operations in a typical schedule. The variability of the time 
element in any of the operations can hardly be overemphasized. 
The suggested intervals merely furnish a starting point for 
experimentation to determine the optimum time schedule for any 
specific subject, 

STAINING CHART VI 

Triple Stain 

Prestaining operations and intervals as in Chart I 


Safranin 
4-24 hr. 


water, 3 changes 


crystal violet 
10 min. to 1 hr. 


water, 3 changes 


dip into 
50% alcohol 


rinse with 
95% alcohol 
(pipette) 


dip into 
95% alcohol 


2-3 changes 

anhydrous alcohol 


Balsam 


xylol 
2 changes 
(jars) 

I 

rinse with 
xylol (pipette) 


rinse with 
clove oil-xylol 
(pipette) 


differentiate 
under microscope 


flood with 
new clove oil 


rinse with used 
clove oil (pipette) 


drain off 
orange G 


flood sections - 
with orange G 


Many modifications of schedule have appeared in the litera- 
ture. Variations in the composition and purity of the component 
stains have necessitated revisions of schedule to suit the currently 
available stains. Some workers prefer to differentiate the saf- 
ranin with very dilute HCl or with acidified alcohol before adding 
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the violet. The acid must subsequently be thoroughly washed 
out with water. Try concentrations of acid varying from 5 to 
20 cc. concentrated acid per liter of water or 50% alcohol. 

The gentian violet may be almost fully differentiated in clove 
oil containing no orange G. The orange can then be added 
progressively and the violet brought to final differentiation in 
xylol containing (by volume) clove oil saturated with 

orange G or gold orange. 

Quadruple-stain combinations using four coal-tar dyes have 
been developed recently and are available in some excellent com- 
mercial slides. Conant uses a combination of safranin, crystal 
violet, fast green, and gold orange; Johansen uses safranin, 
methyl violet 2B, fast green, and orange G. These complex 
processes yield striking preparations but are probably unneces- 
sarily elaborate for most tasks. The advanced worker can obtain 
details of procedure from the excellent service leaflets of the 
above manufacturers and from the Johansen manual (1940). 

Staining processes using coal-tar dyes are just entering a most 
interesting and important phase of development. Many new 
organic solvents are being produced by synthetic methods. 
Solvents that have been little more than chemists^ curiosities are 
now being produced in large quantities and are available at 
reasonable cost. Some illustrations are the higher alcohols, such 
as the butyl, propyl, and amyl series, ethyl and methyl Cello- 
solve, trichlorethylcne, and many other commercial solvents. 
The stains themselves are undergoing constant study and 
improvement. The possibilities of systematic study, or just 
plain dabbling, should gratify the heart of the most inveterate 
experimenter. 

Iron Hematoxylin. — The next stain to be considered is known 
as Heidenhain’s, or iron-alum hematoxylin.^^ The history of 
this stain and the names of several investigators who have con- 
tributed to its development may be found in the literature. This 
stain is primarily a cytological stain, used especially for chromo- 
some studies, but it is useful for studies on the cell wall and in 
some studies in pathological histology. The formulas of the 
mordant (iron alum), the stain (hematoxylin), and the destaining 
agent are given in the stain formulary (page 58). The schedule 
advocated here and outlined in Staining Chart VII is known 
as the short schedule, or 4-4 schedule; i.e., 4 hr. in mordant, 




thorough but quick rinsing in five changes of distilled water at 
1-min. intervals, then 4 hr. in stain. The material becomes 
stained solid black and must be differentially destained. The 
destaining solution removes the stain rapidly from cytoplasm, less 
rapidly from plastids, and slowly from chromatin and from active 
mycelium. The destaining action should be observed under a 
microscope and stopped by washing first in distilled water, then 
in tap water. If the alum is not completely washed out with 
distilled water, a cloudy precipitate is produced in the tissues 
subsequently by the reaction between iron alum and alkaline tap 
water. Dehydration and subsequent processing follow as shown 
on the chart. In the finished slide, chromosomes, the chromatin 
of resting nuclei, middle lamellae, and active mycelia should be 
blue-black, whereas the cell walls and cytoplasm should be 
practically colorless. A finished preparation may be destained, 
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if necessary, by soaking off the cover glass, running the slide back 
through the series into water, then immersing the preparation in 
the destaining solution. If a preparation is found to be destained 
too much, it can be run back into water and mordanted and 
stained again. As in some other staining combinations, restained 
preparations are seldom as clear in detail as slides stained cor- 
rectly the first time. 

The Crystal Violet-Iodine Stain. — The next stain to be con- 
sidered is another cytological stain. It is included here because 
it yields a type of preparation that is valuable in the teaching of 


STAINING CHART VIII 

CRYSTAIi ViOLET-IODINB 

Xylol 
2-5 min. 


anhydrous 
alcohol 
2~5 min. 


95% ale. 
2-5 min. 


70% ale. 
2-5 min. 


iodine 
mordant 
10-30 min. 


water rinse 


stain 
10 min. 
to 1 hr. 


water rinse 


iodine 95% ale. 

mordant > rinse 

1-2 min. (pipette) 


Balsam 


xylol III 
30 min. 


xylol II 
15 min. 


xylol I (jar) 
5 min. 


xylol rinse 
(pipette) 


differentiate 
in clove oil 


absolute alcohol 
dip (jar) 


absolute alcohol 

rinse 

(pipette) 


picric acid 

rinse 

(pipette) 
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some topics. In the teaching of mitosis, most teachers prefer 
longitudinal and transverse paraffin sections, stained to show cell 
walls and tissue organization as well as the more prominent 
features of nuclear division. Crystal violet-iodine preparations 
show the chromosomes in brilliant outline, on a colorless, almost 
invisible, cellular background. Such preparations are thus a 
valuable supplement to the standard classroom slide. The 
procedure given in staining Chart VIII is but one of the numerous 
variants of the process. The stain is a to 1 % aqueous solution 
of crystal violet. The premordant is 70% alcohol containing 
iodine and potassium iodide, 1 % of each by weight. The post- 
mordant, a saturated solution of picric acid in absolute alcohol, 
fixes the stain in the chromosomes; the differentiating agent 
(clove oil) removes the stain from all structures other than 
chromatin. Because of the necessity of rinsing at several points 
by means of a pipette and discarding the rinsings, the process is 
somewhat more expensive than methods in which reagents in a 
staining jar may be used repeatedly. Further details and 
variations may be found in the extensive literature, especially 
that dealing with smear methods. 

The Tannic Acid -Ferric Chloride Stain (Foster). — This recently 
developed stain is used for meristematic tissues, in which it stains 
sharply the delicate wall that is not brought out in sharp contrast 
by other stains. Because of the simplicity of the schedule, no 
chart is necessary. The reagents that bring about the staining 
are as follows: 

1. Tannic acid, 1 % aqueous, with 1 % sodium benzoate as a preservative. 

2. Ferric chloride, 3% aciueous solution. 

The procedure from water is as follows: 

1. Tannic acid 10 min. 

2. Wash thoroughly in water. 

3. Ferric chloride, 2-5 min. 

4. Wash in water, and examine with microscope. 

Repeat steps 1 to 4 inclusive until the cell walls are sharply 
outlined. Nuclei may be stained in safranin if desired, using 
aqueous safranin, or safranin in 50% alcohol. After 12 hr. in 
safranin, follow the sequence in Staining Chart IV (beginning 
with safranin). 
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Variations of the fundamental method are described by 
Northen (1936). This stain is likely to undergo further modifica- 
tion and will probably become one of our most useful histological 
stains. 

The foregoing outline of the elements of staining processes is 
likely to be adequate for the average needs of students and 
teachers and for many research problems. The beginner is 
warned not to dabble in a wide variety of processes but first to 
gain a mastery of a few fundamental methods. Ability to 
analyze and remedy difficulties should be cultivated. The 
advanced worker who finds that a research problem requires 
more specialized methods should turn to the literature and search 
out methods that have been used for similar investigations. 



CHAPTER VIII 


INFILTRATION AND EMBEDDING IN CELLOIDIN 

INFILTRATION 

The celloidin process is used for subjects that are tough, 
brittle, or friable (crumbly). Paraffin does not afford adequate 
support for sectioning such materials. One example of a subject 
for which the celloidin process must be used is a graft union 
(Fig. 21a), in which the incompletely united members must be 
kept intact before and after sectioning. Another illustration 
is the preparation of pathological materials which may be in such 
disintegrated, fragile condition that the sections would fall apart 
without the celloidin matrix. Sectors from large trees having 
cambium and bark tissues cannot be kept intact without embed- 
ding in celloidin (Fig. 216, c). Unembedded small twigs are diffi- 
cult to hold and orient for longitudinal sectioning. A twig or 
sector from a tree can be embedded in celloidin, blocked as shown 
in Fig. 14Z)-F, and sectioned accurately in any desired plane. A 
properly selected piece of material may yield 100 sections, 
uniform in thickness, orientation, and staining properties. Per- 
manent slides can thus be made by the hundreds at low cost. 

In some laboratories the celloidin method is neglected, or even 
scorned, but the above illustrations show that the process has its 
place in any well-equipped, versatile laboratory. A fair trial 
will fully justify the celloidin method for the preparation of slides 
for instruction and research. 

The matrix for the celloidin process is a form of nitrocellulose, 
known by several trade names, t.e., celloidin, collodion, Parlodion, 
and some less common names. This product is sold in the form 
of shreds or chips, packed dry or in distilled water. The latter 
method retaMs the development of a yellow color. Celloidin 
should be dried thoroughly before being dissolved for use. The 
most commonly used solvent consists of approximately equal 
volumes of ether and methyl alcohol. These reagents must be 
of the best quality and anhydrous. Five stock solutions of 
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celloidin are used. These solutions contain, respectively, 2, 4, 
6, 8, and 10 g. of dried celloidin per 100 cc. of solvent. These 
solutions are designated for convenience as celloidin, etc. 

Infiltration in celloidin consists of transferring the previously 
killed and dehydrated tissues into a dilute solution of celloidin, 
concentrating the celloidin, and finally molding the thickened 
celloidin into blocks containing the material. Concentrating the 
matrix may be accomplished by one of the following processes or 
by combinations of processes. 

1. Transfer the tissues through a graded series of celloidin 
solutions of increasing concentration. 

2. Add chips of dry celloidin at intervals to the initial 2% 
solution. 

3. Evaporate the solvent from a large volume of a 2% 
solution. 

Method 1. — Transfer the dehydrated tissues from the dehydrant 
into the solvent. After 1 to several hr., transfer to 2% celloidin, 
covering the material with at least five times its volume of 
celloidin. Fasten a dry, rolled cork into the bottle by means of 
wire loops (Fig. 13A). A metal frame into which the corked 
bottle is f!)ressed may also be used. Put the bottle into the 
53°C. oven. 

The interval in the oven varies widely. For sections of twigs 
having a diameter of 3 to 5 mm., 24 hr. in 2% celloidin may be 
enough. For larger pieces and for dense materials increase the 
time to 2 days or more. After the interval in 2% celloidin, cool 
the bottle^ remove the stopper, and pour the celloidin into a dry 
pan (not into the sink!). Keep away from flames or sparks. 
Cover the tissues immediately with 4% celloidin. Reseal the 
bottle, and repeat the interval under pressure in the oven. 
Repeat this operation with 6, 8, and 10% celloidin. Following 
the last treatment, continue to thicken the celloidin by adding 
a chip of dry celloidin every 24 hr. When the celloidin is so thick 
that it just flows at room temperature, the material is ready to be 
hardened as described on page 82. To determine whether the 
consistency of the celloidin is correct for blocking, dip a thoroughly 
dried matchstick into the celloidin, lift out a mass of celloidin, and 
immerse in chloroform for 1 hr. The celloidin should become 
hardened into a clear, firm mass that can be sliced easily with a 
razor blade. A comparison of samples taken during successive 
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stages of infiltration will show the progressive increase in firmness 
and improved cutting properties. 

Method 2. — The material is first given at least 48 hr. in 2% 
celloidin in a sealed bottle in the oven. At intervals of 48 hr. to 
several days the bottle is cooled and unsealed, a chip of dried 
celloidin added, and the bottle sealed and returned to the oven 
for the next interval. When working with delicate material, the 
celloidin chip should not be dropped onto the material but tied 
into a bag of dry cheesecloth, which is then suspended in the 
bottle so that the celloidin is just immersed in the solution 
(Fig. 13C). The periodic addition of celloidin is continued until 



Fig. 18 . — A, speciniori bottle for infiltration with celloidin under pressure, 
with stopper fastened by wire loops; B, detail of wire loops for fastening cork; 
C, cheesecloth-bag method of thickening celloidin. 


the solution is thickened to the degree described in the preceding 
method. 

Method 3. — This method is very slow but yields superior 
results. The material is started in a large volume of 2 % celloidin, 
at least four times the depth occupied by the material. Mark 
the initial level of the solution. Cork the bottle loosely, but 
wire the cork so that it cannot be pushed out. Keep the bottle 
in a warm place, away from flames or sparks. Slow evaporation 
takes place, and, when the volume is one-half the original, the 
solution is in approximately 4 % celloidin. Add new 4 % celloidin 
to make up the original volume. If the celloidin has become 
colored, replace with new 4% solution. Continue the process of 
slow evaporation until the material is in thick celloidin. An 
objectionable feature of method 3 was pointed out by Walls 
(1936). If the evaporation rate is too rapid, it seems that the 
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ether of the solvent evaporates more rapidly than the methyl 
alcohol, and the celloidin “jells’’ before adequate thickening is 
obtained. This can be remedied by adding a small quantity of 
pure ether and continuing infiltration until the proper viscosity 
is attained. 

A low-viscosity nitrocellulose has been recommended for rapid 
infiltration of firm materials (Davenport and Swank 1934; 
Koneff and Lyons 1937). This inexpensive celloidin forms a firm 
matrix, and its solutions in ether-alcohol tolerate 6 % water, thus 
minimizing the extreme brittleness produced in woody materials 
by total dehydration. This form of nitrocellulose, a product of 
the Hercules Powder Company, is not yet stocked by supply 
houses. The above references give complete details of procedure. 

HARDENING AND BLOCKING 

In the celloidin process the solvent is not eliminated completely 
during infiltration. The thickened celloidin solution is hardened 
by immersion in chloroform. Remove an infiltrated piece of 
material and a mass of enveloping celloidin and immerse in 
chloroform. The celloidin loses its stickiness at once and soon 
becomes hardened throughout. It is best to leave the material 
in chloroform for 12 hr. to harden the celloidin in the innermost 
cells of the material. Transfer the hardened material into a 
mixture of approximately equal volumes of 95% ethyl alcohol 
and glycerin, in which the material may be stored indefinitely. 

Large pieces of embedded wood may be removed from the 
glycerin-alcohol, clamped directly into the microtome, and 
sectioned. Subjects having easily separable soft tissues are often 
damaged by compression in the clamp. Such materials are 
sectioned best by mounting them on blocks of wood or plastic. 
The mounting block may then be clamped rigidly into the micro- 
tome clamp without damaging the tissues. A twig or other long 
slender object should be mounted into a plastic tube or a wood 
block having a hole of suitable size drilled lengthwise through the 
mounting block (Fig. 14A-C). Prepare mounting blocks by 
drying them thoroughly in a 110°C. oven, soak in anhydrous 
methyl alcohol, then store in waste 4% celloidin until needed. 
When the material being infiltrated is put into 8% celloidin, drop 
a prepared mounting block into the specimen bottle and continue 
the infiltration. 



INFILTRATION AND EMBEDDING IN CELLOIDIN 83 


To mount twigs for cutting transverse sections, remove the 
desired twig and a suitable drilled mounting block from the thick- 
ened celloidin, and push the twig into the hole, leaving 6 to 10 
mm. of the twig protruding. Fill any space remaining around 
the twig by pushing slivers of matchstick into the hole from 
below. Wrap a generous mass of thick celloidin around the twig 
and mounting block, and harden in chloroform (Fig. 14C). For 
longitudinal sections of a twig, lay the infiltrated twig on a large, 
undrilled block, wrap well with additional thick celloidin, and 
harden in chloroform. The hardened mounted block will 



Fig. 14. — Methods of mounting tissues on blocks for sectioning in celloidin: 
A, cutaway view of drilled block for holding long object; B and C, cutaway views 
of drilled block containing twig or other long object enveloped in hardened 
celloidin; D-F, infiltrated blocks of wood and bark embedded in hardened 
celloidin, oriented on mounting blocks to cut transverse, radial, and tangential 
sections, respectively. 

resemble Fig. 7C. When the surface of the celloidin is hard 
(5 min.), press the twig gently until it is flat on the mounting 
block, thus affording firmer support for sectioning. A batch of 
embedded material usually contains more pieces than are needed 
for immediate sectioning, therefore, only a few pieces need to be 
mounted on blocks. Most of the pieces are merely removed 
from the thick celloidin, hardened in chloroform, and stored in 
glycerin-alcohol. The pieces can be blocked at any future time 
by the method to be described later. 

Sectors from large limbs usually must be fastened on mounting 
blocks for sectioning. If the pieces have cambium and other 
tissues of the bark, these tissues may peel off when the piece is 
compressed in the microtome clamp. Mount three pieces from 
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each subject, on separate blocks, so that transverse, radial, and 
tangential sections can be cut (Fig. 14Z)-F). A generous wrap- 
ping of celloidin should envelop part of the mounting block as in 
Fig. 14. 

Blocking of previously hardened embedded material is a simple 
operation. Remove the desired pieces from the glycerin-alcohol 
storage fluid and soak in anhydrous ethyl alcohol. Change the 
alcohol twice at 4- to 8-hr. intervals. This removes the small 
amount of water left from the storage fluid, softens the cclloidin, 
but does not dissolve an appreciable amount. Transfer the 
pieces into thick celloidin of a consistency suitable for casting. 
Also put a supply of mounting blocks into this thick celloidin. 
After at least 24 hr. in thick cclloidin, mount and harden as 
previously described. It is sometimes necessary to trim pieces of 
tissue prior to reblocking in order to establish the correct cutting 
planes. Trimming should be done when the pieces arc removed 
fiom glycerin-alcohol. The glycerin prevents drying and shrink- 
age of the tissues during trimming. 

Waste celloidin from various stages in the process can be 
salvaged by evaporating in a shallow pan in a place free from 
dust and open flames. The dried sheet is cut into shreds, dried 
at 53°C., and used to make solution for treating mounting blocks 
and to make 2 and 4 % celloidin for method 1 . Celloidin solution 
that is too discolored to be salvaged is most easily disposed of by 
pouring it into a pan of cold water. The celloidin hardens into a 
crust which can be lifted out and discarded. 

Ccllosolve is the trade name used for two synthetic organic 
compounds, ethylene-glycol-monoethyl ether and its methyl 
homologue. These fluids are solvents of celloidin and may 
ultimately replace the inflammable alcohol-ether solvent used 
heretofore. These solvents are not inflammable at ordinary 
working temperatures, therefore the entire process may be carried 
out in open or loosely stoppered bottles. The evaporation 
rate is very slow at 50 to 55°C. Methyl Cellosolve, which boils 
at 124.3°C., evaporates slightly faster than ethyl Cellosolve, 
which boils at 135. 1°C. The latter solvent is preferred for 
fragile subjects which tend to collapse if the celloidin concentra- 
tion is increased too rapidly. 

An inexpensive method of using Cellosolve is to dehydrate the 
tissues in the appropriate grades of acetone and to transfer to a 
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2% solution of celloidin in Cellosolve. Subsequent infiltration 
may be accomplished by successive treatment in 4, 6, 8, and 10% 
solutions at 50 to 55°C., or by beginning with 2% and periodically 
adding celloidin chips by the cheesecloth-bag method. The 
interval in each grade ranges from 24 hr. for small or porous 
pieces to a week for large blocks of wood. 

Cellosolve may also be used as the dehydrating agent. Mate- 
rials in which the preservation of the protoplast is iiotdmportant 
may be transferred, after killing and washing, directly into 
Cellosolve. Make two or three changes of Cellosolve before 
beginning the infiltration. However, if the material requires 
thorough or gradual dehydration to insure adhesion of the 
celloidin, it is better to dehydrate in ethyl alcohol or acetone and 
to use the much more expensive Cellosolve as the infiltration 
solvent. 

SPECIAL treatment OF HARD WOODS 

The foregoing methods of infiltration yield excellent results 
with some soft woods such as willow, poplar, basswood, white 
pine, and many other woods. These can be infiltrated in 
celloidin without special preliminary treatment, but oak, 
hickory, walnut, the yellow pines, and other woods are too hard 
to section by the regular process. Such materials can be softened 
by treating with hydrofluoric acid (HF). This highly corrosive 
reagent is purchased in wax bottles and should be used in wax or 
wax-lined containers. Because of the corrosive action of the 
liquid and vapor on glass, metals, and the skin, HF should be 
used in an isolated part of the premises, away from valuable 
instruments. The staining and microchemical reactions of 
tissues are materially altered by this treatment. 

Twigs having living bark tissues are first killed as usual and 
transferred to HF. Dry woods are prepared for treatment in 
HF by alternate boiling in water and exhausting in an aspirator 
in cold water until the pieces are saturated. The safest concen- 
tration of HF for most subjects is commercial acid diluted 
with approximately twice its volume of water. The duration of 
treatment in HF varies greatly with the hardness of the material, 
the size of the pieces, and other factors. As a trial, treat a hard 
wood such as oak for 5 days, wash in running water for at least 
1 hr. to make it safe to handle the pieces, and try to cut thin 
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slices with a sharp razor blade. An alternative method of testing 
is to wash the pieces in running water for 4 hr., clamp a piece 
into the sliding microtome, and test its cutting properties. After 
making a test, wash and wipe the clamp and the knife thoroughly. 
If the material is too hard to cut readily either freehand or with 
the microtome, return to the HF for another 3- to 5-day interval, 
and test again. When the wood seems to cut satisfactorily, wash 
for at least 48 hr., whether it is to be embedded in celloidin or cut 
without embedding. Wood or twigs that have been treated 
with HF and are to be put into storage without embedding should 
be dehydrated through 20, 40, and 60% alcohol or acetone at 
4- to 8-hr. intervals, then stored in a mixture of equal volumes of 
alcohol, glycerin, and water. 

The softening of wood can be accelerated by treating in HF 
under pressure. The necessary equipment is not available com- 
mercially and must be built to specifications. A satisfactory 
apparatus, described by Chowdhury (1934), consists of a section 
of iron pipe with a threaded flange at each end. Plates are 
bolted to the flanges, and the upper plate is removable for intro- 
ducing the specimens. The compression chamber is lead lined 
and is provided with a pressure gauge and a valve to which the 
pump is attached. Chowdhury recommends 40% HF and a 
pressure of 80 lb. He found that 1-in. cube blocks ^of Juglans 
regia were adequately softened in 3 days; blocks of Diospyros 
melanoxylon, an extremely hard wood related to our persimmon, 
required 7 days. The equipment necessary for this method is 
amply justified if a considerable amount of diagnostic work on 
timber woods is being carried on. 

CELLOIDIN-PARAFFIN DOUBLE EMBEDDING 

Double embedding consists of infiltrating and embedding 
tissues in celloidin and then infiltrating with paraffin. This 
procedure is used with materials that combine hard tissues with 
regions of very fragile and brittle tissues. The stems of some 
grasses and sedges do not become well infiltrated by celloidin, but 
paraffin penetrates well; the material has regions of highly 
lignified sclerenchyma, requiring more support than that afforded 
by paraffin alone. 

Embed in celloidin by one of the foregoing processes and 
harden well in chloroform. Trim away the enveloping celloidin, 
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exposing all cut surfaces but leaving intact the outer surface of 
the epidermis. Some workers use clearing oils or mixtures that 
clear or make the tissues transparent. This does not neces- 
sarily improve the subsequent infiltration and usually aggravates 
brittleness. It is adequate to change the chloroform several 
times to eliminate the celloidin solvent and to proceed with 
infiltration in paraffin. The embedded material may be cut and 
ribboned on a rotary microtome; very firm material must be cut 
on the sliding microtome. 



CHAPTER IX 


SECTIONING AND STAINING MATERIAL EMBEDDED 
IN CELLOIDIN 

Sections can be cut as soon as the celloidin has been hardened 
in chloroform and the volatile chloroform replaced with the 
glycerin-alcohol storage fluid. The cutting properties are 
improved by prolonged storage in glycerin-alcohol. If materials 
having dark-colored bark and light-colored wood are stored for 
several years, the storage fluid dissolves coloring matter from the 
bark and imparts a dark color to the wood. Stained sections 
from such wood do not have bright, clear colors. The stock of 
embedded twigs of basswood, for example, should be replaced 
every 3 to 5 years. Incomplete removal of killing fluids or of 
hydrofluoric acid (page 85) results in gradual disintegration of 
stored material. 


SECTIONING 

Celloidin sections are usually cut with a sliding microtome. 
In this type of instrument the material is stationary during the 
cutting stroke, while the knife carriage slides on an accurate 
track. An automatic or hand-operated feed mechanism moves 
the tissues upward between cutting strokes. The catalogues of 
the leading manufacturers contain instructive illustrations and 
descriptions of several types and price classes of sliding micro- 
tomes. Small pieces of moderately soft tissues can be cut with 
a razor blade in a special holder designed for the sliding micro- 
tome. The limitations of the razor blade must be determined by 
trial. Hard materials and large sections must be cut with a 
microtome knife. Various lengths and weights of knives are 
available. The method of sharpening a microtome knife is 
described on page 42. 

Before using the sliding microtome, wipe the track of the 
knife carriage with an oiled cloth and test the feed mechanism. 
Clamp the knife firmly into the sliding carriage. Remove a 

88 



SECTIONING AND STAINING MATERIAL 


89 


piece of blocked tissue (Fig. 14), fasten into the microtome 
clamp, and adjust the universal joint until the desired plane of 
sectioning is parallel to the plane of travel of the knife (Fig. 8). 
Keep the tissues moistened with glycerin-alcohol. If the upper 
surface of the material is not level, trim with a razor blade, spar- 
ing the microtome knife from rough trimming work. The best 
cutting angle for the knife-edge, with reference to the line of 
travel, ranges from 30 to 40®. The vertical tilt or declination 
of the flat side of the knife is also subject to variation. Begin 
with just enough tilt to enable the back of the ground wedge to 
clear the tissues (Fig. 8.4, B), Bring the tissues into cutting 
contact with the knife, using the hand-operated feed, making each 
vertical feed movement after the knife has passed over the mate- 
rial on the return stroke. In order to avoid damaging the knife- 
edge, feed in steps of not over 15 m- Make sure that there will be 
ample clearance between the knife carriage and the tissue carrier 
even after many sections have been cut. 

When 'each stroke cuts a complete section, set the thickness 
gauge and the automatic feed device. A thickness of 15 to 20 /x 
is satisfactory for most woody subjects. Keep the material and 
the knife flooded with 95% alcohol while cutting sections, and 
transfer each section as soon as it is cut to 95% alcohol in a watch 
glass or other shallow container. Vary the cutting angle and 
declination until sections slide up onto the knife without com- 
pression, curling, or breaking. Newly embedded material is 
liable to be hard and brittle and to curl. Curling can be mini- 
mized by holding a finger, moistened with alcohol, in light contact 
with the material during the cutting stroke, until the knife has 
cut through the marginal celloidin and enters the material. If 
scratches are evident on the cut surface, the portion of the knife 
being used may have bad nicks. Shift the knife longitudinally 
in its clamp and discard the next few sections. Sections can be 
stained at once, or they may be stored in glycerin-alcohol indefi- 
nitely. In the case of materials that do not curl, it is possible to 
cut several hundred sections, to store them in a bottle of glycerin- 
alcohol, and to remove as many as needed for staining at any 
time. 

Some materials can be cut readily enough but difficulties arise 
after sectioning. The sections may curl soon after removal from 
the knife and become increasingly tightly curled during staining 
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and dehydration. Being made brittle by dehydration and clear- 
ing, the sections break when an attempt is made to uncurl them 
for mounting. The following method is usually effective for such 
material. Keeping the knife well flooded with alcohol, cut a 
section. Hold a finger under the knife-edge and float the section 
onto the finger, with the concave side of the section upward. 
Press the section, with the concave side down, on a slide flooded 
with a thin film of glycerin-alcohol. Line up successive sections 
on the slide, where they lie flat; drying of the sections is prevented 
by the glycerin. When enough sections have been cut, press a 
dry slide over the sections. Transfer the slides with the sections 
pressed between them to a dry Petri dish, put lead weights on the 
top slide and fill the dish with water. As many as four pressed 
lots can be put into one Petri dish. The water renders the sec- 
tions flexible and permits them to flatten. The sections are then 
floated out and stained. For prolonged storage, transfer the 
slides and weights to a Petri dish of glycerin-alcohol, in which 
the sections become hardened in a flattened condition and in 
which they may be kept pressed indefinitely. Sections that have 
been stored either floating or pressed in glycerin-alcohol are 
progressively transferred to water and stained. 

STAINING 

Sections cut in celloidin on the sliding microtome do not 
adhere to form a ribbon. They are usually stained as loose 
sections floating in a watch glass or small evaporating dish . The 
sections are usually floated off the knife into 95% alcohol; for 
staining in an aqueous stain, sections are gradually transferred to 
water. As the first step, add about one-third as much water as 
there is alcohol. After 3 to 5 min. pour off half of the liquid, and 
add an equal volume of water. Repeat the decantation and 
addition of water two or three times, then drain off all the liquid, 
and rinse in water. From this point the sequence of operations 
conforms in general to Staining Chart IV. Drain and cover with 
hemalum. After 5 min. in stain remove a section with a brush, 
rinse in distilled water, then in tap water, and examine with a 
microscope. The intensity of hemalum is correct when the 
cambium, phloem, cortex, pith, and xylem rays are blue, but 
lignified tissues are practically colorless. Nuclei should be 
blue-black. Drain off the stain, and rinse the sections in three to 
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five changes of distilled water and two or three changes of tap 
water. Overstained sections can be destained in 3^% HCl, 
followed by thorough washing in tap water. When the intensity 
of the blue color is correct, cover the sections with aqueous 
safranin. Some woody materials take up enough safranin in 
5 to 10 min. ; materials having less highly lignified cell walls may 
require 12 hr. After the estimated time in safranin, rinse with 
water until the rinse water is colorless. Flood with 50% alcohol, 
in which destaining of safranin begins to take place. Do not use 
ac('tone until the aiihydrous stage. After 3 to 5 min., changes 
to 95% alcohol, in which destaining continues. At first the blue 
color of the hematoxylin is completely masked by the red 
safranin, but as destaining pro(*.eeds the blue color becomes 
evident. At intervals of 2 to 5 min. transfer a section to a watch 
glass of clean 95% alcohol, and examine with a microscope. 
When there is good (contrast between the blue color of nonlignified 
tissues and the clear, brilliant red of lignified elements, drain, and 
rinse in five (‘hanges of anhydrous alcohol or acetone at 2- to 5- 
min. intervals. Drying of the sections must be avoided in making 
these changes. Destaining is almost entirely stopped in anhy- 
drous acetone, and the celloidin matrix is dissolved out of the 
tissues. If absolute alcohol is used, make two changes of ether- 
alcohol solvent to dissolve the celloidin out of the tissues. Flood 
with fresh carbol-xylol. There should be practically no destain- 
ing action during the 5- to 10-min. interval in carbol-xylol. 
Rinse in five changes of xylol, and mount in balsam. 

If the celloidin support is dissolved out of some pathological 
materials, graft unions, and some fragile subjects, the sections 
disintegrate or lose important parts. The sections can be cleared 
by transferring directly from 95% alcohol to terpineol, carbol- 
xylol, or creosote. The clearing agent must be changed several 
times, and thoroughly rinsed out in xylol before mounting. The 
supporting celloidin is retained by this method. 

To mount one section on each slide, remove a section from 
xylol with a small brush or section lifter and place the section 
on the center of a dry slide. Stained sections can be selected 
under a binocular microscope or a hand lens and the imperfect 
sections discarded. Keep the section on the slide moistened with 
xylol. If the section is curled, straighten with two brushes, 
keeping the concave side down. Place a drop of balsam on the 
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section and lower the cover glass obliquely, squeezing out air 
bubbles by gentle pressure or by tapping with the eraser on a 
pencil. Put a lead weight on the cover glass. The drop of 
balsam should be of such size that there is no excess balsam 
around or over the weighted cover glass. If air bubbles cannot 
be expelled or if too much balsam was used, put the slide into a 
Petri dish of xylol. The cover glass and section can be slid off 
in a few minutes and the section remounted. It is much easier to 
uncover and re-cover than to clean up a messy preparation later. 
After 1 to 3 days of drying under pressure in a horizontal position, 
the weight may be removed, and the slides labeled and boxed. 
Refer to Fig. 11 for suggestions on the selection of cover glasses of 
suitable size. 

The foregoing method is rapid, highly productive, and entirely 
satisfactory with materials that do not curl during the staining 
process. It is often possible to stain at least 50 sections in a Petri 
dish or evaporating dish and to mount most of the sections before 
appreciable brittleness and curling develop. Sections that 
undergo rapid curling after removal of the matrix must be handled 
by other methods. Terpineol has the valuable property of clear- 
ing stained and dehydrated sections without making them 
brittle and without affecting the stain. The terpineol is intro- 
duced in place of carbol-xylol. Sections may be lifted singly 
from terpineol, rinsed in xylol, and promptly mounted. If 
sections curl with this method, remove the sections singly from 
terpineol and place them lined up in rows on a dry slide until the 
slide is filled. Place the sections with the concave side down, 
and keep them moistened with terpineol. Cover with another 
dry slide. Place the slides with the pressed sections into a dry 
Petri dish, and flood with xylol. After 4 to 8 hr. the sections will 
become hardened flat, and they can be floated out a few at a time, 
rinsed in two changes of xylol, and mounted in balsam before 
serious curling occurs. 

The foregoing staining process, using a self-mordanting 
hematoxylin and safranin, is but one of the many stain combina- 
tions that can be used for celloidin sections. Safranin is almost 
invariably one component, because of the highly lignified char- 
acter of most plant subjects for which the celloidin method is 
used. The safranin and fast green combinations yield strikingly 
beautiful preparations with many subjects. A batch of blue ash 
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stem, killed in FAA showed highly differential, clear and brilliant 
tones, whereas a batch of red elm, similarly processed, had an 
unattractive, hazy blue tone in tissues that should have stained 
green. This stain combination can be tested rapidly with a few 
sections from any subject and deserves a trial. Follow the 
vsequence given in Staining Chart VI, observing the precautions 
and modifications necessary with celloidin sections. 

Iron hematox^/lin is an important stain for celloidin sections, 
because of its sharp selectivity for the middle lamella. The 
sequence is the same as in Staining Chart VII, but the time in 
mordant and stain, respectively, need not exceed 1 hr. After the 
stain has been differentiated, washing in water must be very 
thorough because woody tissues retain the alum tenaciously, 
r('sulting in early fading of the stain in the finished preparation. 



CHAPTER X 


SECTIONING UNEMBEDDED TISSUES 

FREEHAND SECTIONS 

Materials that have sufficient rigidity to withstand the impact 
of the sectioning knife can be sectioiu'd without embedding. The 
most rapid and simple method consists of grasping a piece of 
fresh or preserved plant matei-ial in th(^ fingers aud slicing with a 
razor or a razor blade. Extremely thin sections can be cut in this 
way by a skilled and experienced worker. Tln^se methods receive 
entirely too little attention in teaching and research. These 
seemingly crude methods can yield excellent pre])arations for 
teaching. The student who colh^cts his own materials and makes 
his own preparations, ewen though crude om^s, gains an under- 
standing of plant structure that cannot be imparted solely by 
thrusting a neatly lalieled finisln'-d slide before him. Much 
wasted effort could be spared in research by adequate preliminary 
survey work conducted by freehand sectioning. 

Written directions are of little instructional value for this 
work. Patience, experience, and perhaps inherent skill are the 
chief requirements. Sectioning can be aided by enclosing the 
material between pieces of pith or cork. Split a cylinder of pith 
lengthwise and cut a longitudinal groove or a recess in the pith of 
appropriate size and shape to receive the specimen. Wrap the 
two pieces of pith togetlnu* with thread, and soak in water. The 
pith expands and encloses the material firmly enough to be sliced 
with a sharp blade. The tissues and the knife should be kept wet 
with water and the sections floated in water, d'he subsequent 
handling of the sections is described at the end of the discussion 
of sectioning. A drip siphon is a useful device when doing 
extensive freehand sectioning. Place a 2- to 5-1. bottle of distilled 
water above the work table, and install a siphon that terminates 
in a glass tube drawn to a fine aperture. Adjust the siphon with 
a screw clamp so that a drop of water is released every 2 or 3 see. 
and drops into a waste container. The worker can have both 
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hands occupied with the sectioning, and a drop of water for wet- 
ing the material or floating a section is instantly available at any 
time. 

SECTIONING UNEMBEDDED TISSUES WITH THE MICROTOME 

Rigid materials or large objects from which it is difficult to 
obtain complete sections freehand should be cut with a microtome. 
Any sliding microtome, from the inexpensive table microtome 
to the most elaborate precision microtome, may be used. A fresh 
twig of white pine, basswood, or cottonwood makes an excellent 
subject. Clamp a 3-cm. length of twig into the microtome with 
1 cm. projecting above the clamp. Set the knife so that it makes 
a long slanting cut, and make sure that there will be ample clear- 
ance between the tissue clamp and the knife carriage. Keep the 
twig and the knife flooded with water while cutting. Remove the 
slices from the knife, and float them in a watch glass of water. 
Examine the floating se(*tions with a binocular or a hand lens, 
discard imperfect sections, and continue sectioning and selecting 
until enough satisfactory sections have been cut. The ratio of 
perfect sections obtainable by this method is much less than is 
possible by the ccdloidin method; nevertheless, the quality and 
output by sectioning fresh material are an agreeable surprise to 
workers who give it a fair trial. 

The above method can be used with unembedded tissues that 
have been killed in 70% alcohol and stored in that fluid, or with 
materials that have been killed in any fixing fluid and dehydrated 
to 70% alcohol. This degree of dehydration is usually necessary 
to make the tissues sufficiently firm. However, woody tissues 
may be killed in FA A, rinsed in several changes of 50% alcohol 
to eliminate much of the acid, and sectioned as above. When 
cutting tissues from a wet preservative or when cutting partly 
dehydrated tissues, keep the tissues and the knife flooded with 
water or with dilute alcohol of approximately the same water 
concentration as the preservative; float the sections in a dish of 
the fluid in which they were cut. 

Sections of living tissues frequently do not have satisfactory 
staining reactions, especially with the stains used for permanent 
slides. Furthermore, these staining processes usually induce 
severe plasmolysis and alteration of the protoplasm. If good 
preservation of the protoplasm is desired, transfer sections cut 
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from living material into a killing fluid, in which the protoplasm 
is fixed and hardened. For sections of woody twigs or firm 
herbaceous stems FAA is recommended. For critical studies 
try Craf II or III (page 19) or an experimentally determined 
modification. The quality of preservation produced by a 
formula can be ascertained by examining sections in a drop of the 
fluid. Thin sections are killed and hardened almost instantly. 
After 10 min. in the fluid, rinse the sections in water, and proceed 
with the staining. 

The preceding methods permit the study of living cells, or cells 
in which protoplasmic details were fixed by reagents. If these 
methods of sectioning unembedded material fail to give satis- 
factory results, the materials must be treated by methods which 
may distort or destro}^ fine protoplasmic details. Nevertheless, 
the following methods are useful, within the stated limitations. 

Dry lumber of soft woods such as white pine, basswood, or 
willow can be sectioned successfully without embedding. Trim 
the wood carefully into blocks measuring approximately 1 by 
1 by 2 cm., and prepare the blocks by alternately boiling in water 
and pumping in cold water, until the pieces are thoroughly 
saturated and sink. Hard woods that cannot be cut after this 
treatment may be sectioned by one of the following methods. 

The live-steam method of sectioning wood is based on the 
principle used in the manufacture of veneer. If a jet of super- 
heated steam is directed upon the surface of a block of wood, the 
surface becomes soft enough to permit the cutting of a thin sec- 
tion. Steam can be generated in a flask, but a safer device is a 
small steam generator, provided with a pressure gauge, water 
level gauge, safety valve, and a water inlet. Such generators are 
obtainable from dealers in chemical apparatus. The steam from 
the generator passes through a copper tube, in which there is a 
superheating coil heated by a Bunsen burner, and the superheated 
steam emerges through the small orifice of a nozzle which can bo 
adjusted over the specimen. Successive sections are cut at 
experimentally determined intervals of steaming. For additional 
details and variations of the apparatus refer to Crowell (1930) 
and Davis and Stover (1936). 

The General Electric Company has recently developed a small 
electrical steam generator of much merit. The device is made of 
heat-resistant glass, it is not much larger than an electric light 
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bulb, and it delivers superheated steam a few seconds after being 
started. This device should be valuable in laboratories doing 
much diagnostic work. 

Jeffrey's vulcanization method makes possible the sectioning 
of extremely hard materials, such as walnut shells. Materials are 
sealed in a chamber made, from a section of pipe, and heated in a 
dental vulcanizer at approximately 160°C. for 1 to 5 hr. This is 
followed by treatment in hydrofluoric acid. Materials may be cut 
unembedded or in celloidin. Because of the special equipment 
necessary, the procedure is not described here, and interested 
workers are referred to Jeffrey (1928). 


SECTIONING WITH THE FREEZING MICROTOME 

Unembedded tissues that are too soft or fragile to stand up 
under the impact of the knife can in some cases be frozen and then 
sectioned. The device used on the sliding microtome for this 
purpose is known as a freezing attachment. The various freezing 
attachments are described in the catalogues of the manufacturers 
of microtomes. The device replaces the usual tissue clamp or 
object carrier of the microtome. Freezing is accomplished by 
the evaporation or expansion of a freezing agent, i.e., ether, CO 2 
gas, or solid CO 2 , (dry ice). The piece of tissue to be frozen is 
usually enveloped in a fluid or semifluid medium, which, on 
freezing, affords additional support. 

Gum arabic is probably the best-known supporting medium. 
Make an aqueous solution of gum arabic of thick, sirupy con- 
sistency. Add a few crystals of carbolic acid. Dip the specimen 
to be cut, into the gum. Freeze a 2- to 3-mm. layer of gum on the 
supporting disk of the freezer. Place the specimen oh the disk, 
wrapping a generous quantity of the gum around the specimen. 
Turn on the freezer, and, as the gum begins to congeal, wrap more 
gum on the specimen until the material is well supported. Pro- 
ceed with the sectioning. 

Gelatin is another satisfactory supporting medium. Make a 
gelatin solution that is semifluid at room temperatures. Add 0.1 
per cent carbolic acid as a preservative. Warm on a water 
bath for use, and use in the manner described above for gum 
arabic. A semifluid solution of agar is another excellent medium, 
used like gelatin. 
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Freehand or microtome sections can be mounted in a drop of 
water or 50% glycerin and studied with the microscope. If 
glycerin is used, the water can be evaporated, and the cover glass 
sealed with lacquer or paraffin, making a semipermanent mount. 
The mounting media described on page 107 can also be used. 
Sections of dark-colored woods, or other materials having ade- 
quate coloration, can thus be made into semipermanent or 
permanent slides without staining. 

STAINING 

The staining of sections of unembedded tissues is essentially 
the same as the staining of celloidin sections. The worker who 
has had previous experience with paraffin sections can follow the 
staining charts in ^hap. VII, making the necessary modifications. 
For the benefit of workers who wish to use the present chapter 
without having had previous experience, an outline of some 
simple, practical processes is offered. Sections cut in alcohol 
should be progressively transferred or ^^run down^^ to water before 
stainifig. Add an equal volume of water to the alcohol contain- 
ing the sections. Mix gently, pour off half of the liquid, and add 
an equal volume of water. Pour off all the liquid, and rinse 
the sections with two changes of water. Proceed with the stain- 
ing process. 

The most easily controlled stain combination consists of a 
Iself-mordanting hematoxylin (page 57) followed by an aniline 
dye. Assume that sections of a firm woody subject are to be 
stained. Drain off the water in which the sections arc floating 
in a watch glass, and flood the sections with hemalum or similar 
stain. After 5 min. remove a section with a brush, rinse in 
distilled water and then in tap water, and examine with a micro- 
scope. Dignified cells, such as tracheids and phloem scleren- 
chyma, should be practically colorless; soft tissues like pith, 
cortex, and cambium should have blue-stained walls; nuclei 
should be blue-black. If the sections are overstained the entire 
protoplasts become blackened, obscuring cellular detail, and the 
walls of lignified cells become stained. Sections can be destained 
with }/2 % HCl and thoroughly washed in tap water. When the 
correct intensity of blue is attained, cover the sections with 
safranin. Try an inte;rval of 15 min. in safranin. Locate this 
point in the staining schedule given in Staining Chart IV, page 
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69. Rinse the sections in water, and cover with 50% alcohol. 
The safranin will dissolve out of the nonlignified tissues faster 
than out of lignified cell walls. Slower destaining can be obtained 
with 50% acetone. When the nonlignified cells are still deep red, 
rinse the sections quickly in anhydrous alcohol or acetone. 
Acetone stops destaining action better than does alcohol. Com- 
plete the process as shown in Staining Chart IV. Mount the 
sections on slides as described on page 64. 

Having gained some familiarity with the above stain and with 
the use of staining schedules, study the discussion of staining in 
the paraffin method (page 55) and the celloidin method (page 
90), and try some of the other stain combinations described in 
those chapters. 

SECTIONING BY “ENCASING^ IN WATER-SOLUBLE WAXES 

These little-known methods are intermediate between embed- 
ding methods and sectioning without embedding. As a matrix, 
use one of the water-soluble wax-like synthetics, such as glycol 
monostearate, which melts at 55°C. The living or fixed n^^^terial 
is transferred directly from water to the melted matrix, which is 
then hardened, fastened to a wood mounting block, and sectioned. - 
Very little infiltration occurs, but the material is encased and held 
with sufficient rigidity to make fairly good sections. This 
method has been used successfully with nearly mature clover 
seeds and shows much promise for similar subjects. Other 
synthetic stearates should be tried (Johansen 1940). 

MICROCHEMICAL TESTS 

One of the important advantages of sectioning fresh untreated 
material is the avoidance of the chemical and physical alterations 
that are undoubtedly produced by the processing necessary for 
embedding. Although the protoplasm is probably changed by 
the handling incident to sectioning and mounting fresh material, 
the nonliving constituents of cells and tissues probably are not 
markedly changed chemically. This makes possible the use of 
microchemical tests that reveal with more or less accuracy the 
chemical nature of important structures. Although the science 
of chemical microscopy is highly developed, it occupies a minor 
place or is virtually ignored in many botanical curricula. How- 
ever, certain chemical tests are generally regarded as indispensable 
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in even an elementary study and are therefore included here, 
(Consult Loomis and Shull, 1937.) 

Starch; Iodine -Potassium Iodide Test (IKI) 


Water 100 cc. 

Potassium iodide 1 g. 

Iodine 1 g. 


Place a drop of the reagent directly upon the specimen. Most starches 
give a blue-black color; some starches turn brownish-violet. By using a 
very dilute solution of the reagent and imparting only a trace of color to the 
starch, the laminations in the granules may be observed with the microscope. 
When testing entire living cells such as those of Spirogyra or leaves like those 
of Elodea, the aqueous reagent reacts very slowly, and a reagent made with 
70% alcohol should be used. 

Sugars; Osazone Test 


Solution A 

Glycerin (warm) 10 cc. 

Phenylhydrazine-hydrochloride 1 . 0 g. 

Solution B 

Glycerin 10 cc. 

Sodium acetate 1 • 0 g. 


Mix a drop of each solution on a slide, float the sections in the mixture, 
place the slide over the mouth of a wide-mouthed flask containing boiling 
water, and heat for 10 to 15 min. Glucose and fructose produce fascicles of 
yellowish needles; maltose produces fan-shaped clusters of flattened needles. 
After 30 to 60 min. of heating, sucrose becomes hydrolyzed and reacts to 
form needles like those produced by glucose. 

Reducing Sugars; Fehling^s Solution Test 

Although this is not a microtest, it is included because it is essential for a 
systematic examination of the prominent chemical constituents of cells and 
tissues. 


Solution A 

Water 11. 

Copper sulphate 79 . 28 g. 

Solution B 

Water 11. 

Sodium potassium tartrate 346 g. 

Sodium hydroxide 100 g. 


Mix equal volumes of A and B in a test tube, add a quantity of the finely 
pulverized material to be tested, heat to boiling. A brick-red precipitate 
indicates reducing sugars. 
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If a negative or slight test is obtained for reducing sugars, a test for 
sucrose can be made by first hydrolyzing the sucrose. Add 1 cc. concen- 
trated HCl to 10 cc. of the extract to be tested. Heat in a water bath at 
70°C. for 5 min. Cool and neutralize with sodium carbonate, and test for 
the resulting reducing sugar with Fehling solution. 

Lignin ; Phloroglucin Test 

Solution A 

Alcohol 95% 50 cc. 

Phloroglucin 0 . 5 to 1 . 0 g. 


Solution B 

Hydrochloric acid (try concentrated acid, as well 
as acid diluted with 1 to 3 volumes of water.) 

Float the sections in a drop of phloroglucin on a slide, and cover with a 
cover glass. Place a small drop of the acid at one edge of the cover glass. 
Examine with the microscope. Lignified walls become violet-red. 

Cellulose; Iodine -Sulphuric Acid Test 

Mount sections or crushed fragments in IKI. Observe with the micro- 
scope, and locate blue-stained starch. Place a drop of 75 per cent H 2 SO 4 
at one side of the cover glass. As the acid diffuses in, note that cellulose 
walls swell and become blue. 

Cellulose; Chloriodide of Zinc Test 


Water 14 cc. 

Zinc chloride 30 g. 

Potassium iodide 5 g. 

Iodine 0 . 9 g. 


Mount thin sections in a drop of the reagent. Cellulose becomes blue. 
Proteins ; Millon^s Reagent Test 


Concentrated nitric acid 9 cc. 

Mercury 1 g. 


When dissolved, dilute with an equal volume of water. Place the speci- 
men on a slide, drain or blot off excess water, put on just enough reagent 
to cover the material, and heat with a small flame. Proteins give a brick- 
red color. This is not a highly satisfactory reagent. Furthermore, it is 
highly corrosive and must be used with care. Do not permit inexperienced 
students to use this reagent on a microscope. The instructor should set up a 
demonstration microscope, after draining excess reagent from under the cover 
glass. 
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Fats and Oils; Sudan 111 


Alcohol (80%) 100 cc. 

Sudan III 0 . 5 g. 


Cut very thin sections or smear a fragment of the material on a slide, 
flood with the dye, and cover with a cover glass. After 10 to 20 min. the 
microscopic globules of fat should assume the bright, clear color of the dye. 
Cotyledons of the soybean and peanut are good subjects. 



CHAPTER XI 


THE PREPARATION OF WHOLE MOUNTS 

Gross preparations may be roughly classified as follows: 

1. Dry preparations; herbarium sheets, Rikcr mounts, and bulk speci- 
mens. Those methods are not within the scope of this manual. 

2. Wet preparations: museum-jar preparations; bulk material for dissec- 
tion; whole mounts, smears, and macerations for microscopic study. 

Wet preservation may be used for a wide range of subjects in 
all major categories of the plant kingdom. Many subjects, such 
as the algae, can be preserved for critical study only by wet preser- 
vation. These methods can be adapted to furnish material for 
gross specimens, for dissection, and for microscopic preparations. 
Entire plants or parts such as leaves, flowcTs, and fruits can be 
preserved in fluids that kill the cells, prevent decay, preserve the 
material in firm condition, and possibly preserve the natural 
colors. 

The best-known preserving fluid is ethyl alcohol, usually used 
at a concentration of approximately 70%. This fluid preserves 
even the bulkiest obje(*ts. Considerable brittleness is produced, 
but preserved material can be made flexible for dissection by 
soaking it in water. Cells are plasmolyzed by alcohol, but this 
is not objectionable in dissections or freehand sections, in which 
the condition of the protoplasm is not important. Ethyl alcohol 
is difficult to obtain in some institutions, its use at fieM stations 
may be undesirable, and shipment of materials in alcohol involves 
legal technicalities. Regardless of these objections, ethyl alcohol 
is firmly established as a preserving fluid. 

Formaldehyde is an excellent preservative. This reagent is 
obtained as an aqueous solution containing 37 to 40% formalde- 
hyde gas by weight. The U.S.P. (United States Pharmacopoeia) 
grade is adequate for preserving bulk materials. The most useful 
concentration for bulk preservation contains 5 parts formaldehyde 
solution in 95 parts of water. For massive objects the concentra- 
tion must be doubled. At these concentrations the material does 
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not become brittle, and some materials become pulpy after 
j)rolonged storage. Formaldehyde vapor and the solution are 
highly irritating and poisonous, producing pei*sistcnt skin and 
pulmonary disorders. Materials that have been stored in strong 
formaldehyde should be rinsed in water if used for prolonged 
study. 

An improvement over formaldehyde for the preservation of 
algae is the following: V 


Water 93 cc. 

Formaldehyde (IT.S.P.) 5 cc. 

Glacial acetic acid 2 cc. 


Jlydrodiciyim and Spirogyra ston'd in this fluid for 5 years 
were found to be in excellent condition for whole mounts in water. 
A further improvement is to add glycerin. 


Water 72 cc. 

Formaldehyde (U.S.P.) 5 cc. 

Glacial acetic acid . . . 3 cc. 

Glycerin 20 cc. 


This is one of the best preservatives for unicellular, filamentous, 
and even the larg{ir bulky algae, for fleshy fungi, for liverworts, 
and for mosses. A trace of fast green dye imparts enough color 
to minute or transpanuit subje(*ts to make them more readily 
visible under the microscope. The material should be mounted 
on a slide in a drop of the preservative. The volatile ingredients 
soon evaporate, but the glycerin prevents drying of the prepara- 
tion during a long period of study. Liverwort thalli can be 
removed from the fluid and placed in a watch glass for study. 
The thalli of AParchantia^ for example, are so firm that the 
gametangial disks stand upright in a normal position. The 
glycerin keeps the material moist for hours, and specimens can 
be returned to the stock bottle uninjured. 

The natural colors of plants can be preserved in one of several 
formulas. The simplest formula for green plants consists of one 
of the FAA formulas with copper sulphate added (Blaydes 1937). 
The following formula is usually satisfactory: 


Water 35 cc. 

Copper sulphate 0 . 2 g. 
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When completely dissolved, add 


Glacial acetic acid 5 cc. 

Formaldehyde (U.S.P.) 10 cc. 

Ethyl alcohol (95%) 50 cc. 


Exhausting the air from the submerged specimens with an 
aspirator aids penetration. If the materials can withstand brief 
boiling in the fluid on a water bath, penetration and fixation of 
the color are hastened. Materials preserved in this formula can 
be subsequently embedded and sectioned, provided that the 
pieces are small enough to insure quick penetration of the pre- 
servative and satisfactory preservation of cellular details. 

Keefers formula is one of the best and should be used if the 
expensive uranium salt is available. 


50% alcohol 90 cc. 

Formaldehyde 5 cc. 

Glycerin 2 . 5 cc. 

Glacial acetic acdd 2 . 5 cc. 

Copper chloride 10 g. 

Uranium nitrate 1 . 5 g. 


Delicate subjects may be ready to use in 48 hr., but most 
materials require 3 to 10 days for complete fixation of the color. 
Leafy plants can be treated and then mounted as herbarium 
specimens, in which the color will persist for many months. This 
formula does not preserve the colors of flowers, nor is it satis- 
factory for gymnosperms. 

The red and yellow coloration of fruits can be preserved in the 
following formula (Hessler): 

Water 11. 

Zinc chloride (dissolve in boiling water and filter) .... 50 g. 

Formaldehyde (U.S.P.) 25 cc. 

Glycerin 25 cc. 

Allow to settle and decant the clear liquid for use as needed. 

If ethyl alcohol is available, a dual-purpose preservative can be 
made, based on the FAA formulas (page 16). These fluids keep 
bulky materials firm and intact indefinitely, and some materials 
may subsequently be sectioned with or without embedding. 
Acetone can be substituted for alcohol in these formulas, but the 
material is likely to undergo some distortion, and cellular details 



106 


GENERAL PRINCIPLES AND METHODS 


in sections may be unsatisfactory unless the formula is specifically 
balanced for a given subject. 

With the introduction of dioxan into microtechnique, several 
workers independently developed the idea of using this reagent 
in killing and preserving fluids. McWhorter and Weier (1936), 
for example, devised the following formula: 


Dioxan .50 cc. 

Formalin 6 cc. 

Acetic acid ,5 cc. 

Water 50 cc. 


This solution preserves the minute details of structure in uni- 
cellular and filamentous algae, fungi, and other delicate subjects. 
Temporary mounts for microscopic study (*an be made on a slide 
in a drop of this fluid, or permanent slides can be made. 

TEMPORARY AND SEMIPERMANENT SLIDES 

The foregoing outline of methods of preserving bulk materials 
leads to a consideration of methods of preparing mounts for 
microscopic study. The simplest method obviously consists of 
mounting a small quantity of the material in a drop of water. 
However, water mounts dry out during prolonged study, and it is 
better to mount the material in 10% gly(*erin. As the water 
evaporates, introduce more glycerin solution und('i‘ the cover 
glass at intervals, until no further evaporation takes place. Such 
preparations can be kept almost indefinitely if stored flat and 
handled with care. 

The preservative and swelling action of lacdic acid and phenol 
(carbolic acid) is utilized in an important class of formulas. 
More or less durable slides of algae, fungi, fern prothalli, sections, 
and other small objects can be made by mounting in one of these 
‘Tactophenoh^ solutions, with or without added dye. The 
following selected formulas are taken from ManevaFs valuable 
compilation of these methods. 

Amann’s Lactophenol 

Phenol (melted) 20 cc. 

Lactic acid .... 20 cc. 

Glycerin . 40 cc. 

Water 20 cc. 
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Phenol-Glycerin 


Phenol (melted) 20 cc. 

Glycerin 40 cc. 

Water 40 cc. 


If a staining effect is desired, add a 1% aqueous solution of 
either cotton blue, aniline blue, or acid fuchsin as follows: 


Lactophenol 100 cc. 

Glacial acetic acid 0 to 20 cc. 

Dye solution 1 to 5 cc. 


The optimum concentration of glacial acetic acid is that which 
produces no collapse or bursting of (‘ells or filaments. Try the 
above formula and dilute with lactophenol until the best pro- 
portions are established. 

Glycerin-jelly preparations are a further advance toward 
permanent slides and are preferred to glycerin mounts if the 
slides must withstand considerable use. The mounting medium 
is made as follows: 


Gelatin 5 g. 

Water 30 cc. 

Glycerin 35 cc. 

Phenol (dissolved in 10 drops water) 5 g. 


Dissolve the gelatin in the water at 35°C. ; then add the other 
ingredients. Filter while warm through fine silk or coarse 
filter paper. This mounting medium keeps well. Materials to 
be mounted in glycerin jelly are first stained (if necessary), then 
dehydrated by the glycerin evaporation process (page 25). For 
filamentous algae and fungi the most satisfactory stains are the 
self-mordanting hematoxylins (page 57) and iron hematoxylin 
(page 58). Staining trials can be made with small quantities of 
the plant material until a satisfactory schedule is worked out. 
Then stain a large batch, and dehydrate by the glycerin method. 
To make a slide from the dehydrated material, place a piece of 
glycerin jelly, about as large as a match head, on a clean, dry 
slide, and warm until melted. Remove a quantity of the plant 
material from the pure glycerin, draw off excess glycerin with 
filter paper, and put the plant material into the warmed jelly. 
Lower a cover glass carefully over the material. If the material is 
not excessively fragile a lead weight on the cover glass will 
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squeeze out excess jelly and make a thinner mount. When the 
jelly is cool, clean off any excess around the cover glass and seal 
the cover glass with balsam or with a quick-drying lacquer such as 
Duco. Sealed preparations will keep for several years, but it 
is well to remember that the mounting medium is soft. Such 
preparations are not desirable for the use of elementary students. 

PERMANENT SLIDES OF WHOLE MOUNTS 

Permanent stained slides in a hard, durable mounting medium 
are much more satisfactory than soft, easily damaged, temporary 
or semipermanent slides. Modern methods make possible the 
rapid, quantity production of permanent slides almost as quickly 
and easily as the making of old-fashioned semipermanent slides. 
Filamentous algae and delicate objects may be killed in any of the 
formulas described in the foregoing pages. Wash out the killing 
or storage fluid with water and apply an appropriate stain. Any 
of the self-mordanting hematoxylins (page 57) will give excellent 
results. It is best to overstain strongly, leaving the material in 
the stain for 3^^ to 1 hr. Wash in distilled water until the rinse 
water is no longer tinted. Destain in 3^0% HCl. Cover the 
material with the acid in a shallow dish and agitate gently. 
After 1 to 2 min. drain, rinse in tap water, and examine with a 
microscope. Repeat the treatment in acid until only the nuclei 
and pyrenoids remain blue-black, then wash thoroughly in tap 
water. 

Iron hematoxylin (page 58) will give the most critical staining 
of nuclear structures and pyrenoids. The sequence of operations 
is shown in the first part of Staining Chart VII. Mordant algae 
for 1 to 2 hr. Rinse quickly but thoroughly in distilled water and 
tstain for 2 to 8 hr. Destain by immersing in the destaining agent 
(page 58), for 1 to 2 min., rinse in distilled water, examine with 
the microscope, and repeat the brief immersion in alum until the 
nuclei and pyrenoids are sharply differentiated. After the last 
rinsing in distilled water, wash thoroughly in tap water. Dehy- 
dration and mounting may be accomplished by one of the several 
methods outlined below. 

The Venetian Turpentine Method. — The Venetian turpentine 
method yields excellent preparations, but this method is likely 
to be supplanted by modern methods using synthetic organic 
solvents. Therefore, only a brief outline of the method will be 
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given, and the interested reader is referred to Chamberlain for 
details (1932). Kill and stain the material, and dehydrate by the 
glycerin evaporation method (page 25). Rinse out the glycerin 
in 95% alcohol, then complete the dehydration in at least three 
changes of absolute alcohol. Transfer to 10% Venetian turpen- 
tine in absolute alcohol. Eliminate the alcohol by evaporation 
in a desiccator or other closed container, using soda lime as the 
absorbing agent. When the material is in thickened turpentine, 
mount the desired amount of the material in a drop of that 
medium. Dry the slides in a horizontal position. Preparations 
made by this method are durable and the stains are permanent. 

The Hygrobutol-Balsam Method. — Stain and wash as before. 
Transfer a small quantity of the material into a watch glass of 
50% alcohol, and observe with the microscope. If there is much 
distortion, try 20% alcohol on another batch. Well-hardened 
material can withstand 50%. When the proper starting point 
for dehydration is established, carry the material in steps of 20 to 
approximately 70% alcohol. Add to the 70% a few drops of 
stock solution of counterstain, i.e., eosin Y, erythrosin B, or fast 
green, saturated solution in absolute alcohol or in methyl Cello- 
sol ve. Leave in the counterstain until slightly overstained. 
This may require 4 to 12 hr. Rinse in 70% alcohol, and transfer 
through the following series at 3^^- to 1-hr. intervals: 

3 parts alcohol to 1 part hygrobutol 
2 parts alcohol to 2 parts hygrobutol 
1 part alcohol to 3 parts hygrobutol 
Pure hygrobutol; change twice at 15-min. intervals 

Transfer to a large volume of 5% solution of balsam in hygro- 
butol in a short wide-mouthed bottle. Allow the hygrobutol to 
evaporate slowly at a temperature of about 35°C. When the 
balsam is slightly more fluid than that used for covering sections, 
mount the material. Remove a suitable quantity of the plant 
material with its enveloping balsam, place on a dry, clean slide 
and lower a dry cover glass carefully so as not to push the plants 
too close to the edges or to produce bubbles. Dry the finished 
slides in a horizontal position. (Consult Johansen, 1940.) 

The Dioxan>-Balsam Method. — This is the most promising 
of the newer methods of making whole mounts. The method was 
worked out in almost identical form independently by McWhorter 
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and Weier (1936), Johansen (1937), and the present writer. It is 
probable that numerous other workers had developed similar 
schedules. 

Stain filamentous or other delicate materials as in the preceding 
methods. Pass through a series of aqueous solutions of dioxan, 
containing the following percentages of dioxan: 20, 40, 60, 80, 90, 
used 100% dioxan, then two changes of new pure dioxan. The 
interval in each should be 1 to 2 hr. Examine a few filaments 
under a microscope, mounted in the last fluid. If the material 
is in good condition, transfer to a 10% solution of balsam in 
dioxan. Use a wide-mouthed bottle and gauge the volume of the 
liquid so that the material does not become exposed as the dioxan 
evaporates. Place the uncovered container into an oven or a 
dust-free place at a temperature of approximately 35°C. The 
dioxan evaporates in 2 to 8 hr., leaving the material in thick 
balsam in which it is mounted. h]xtremcly fragile materials, 
such as Volvox or Vaucheria^ should be started in 5% dioxan and 
evaporated very slowly by keeping the container loosely covered. 

This process is so rapid that it is worth the time to carry small 
trial lots of the material through the process at different speeds. 
The condition of the material can be examined at various points 
in the process. When the optimum or shortest safe schedule is 
found, the main batch of material can be carried through. 

Acetocarmine Smears. — The acetocarmine method has become 
so commonplace that it may well be included in an elementary 
manual. A simple form of the method is described. This 
method combines killing, fixing, and staining. The preparations 
can be used in nonpermanent form for counting chromosomes, 
determining their association, and studying intimate details of 
structure. The slides can be made permanent if desired. Several 
methods of making acetocarmine smears arc used and many 
experienced workers develop minor individualities that suit their 
needs. 

Dissolve 1 g. carmine in 100 cc. of boiling 45% acetic acid (or 
propionic acid). Cool and decant. Add 2 drops of a saturated 
aqueous solution of ferric acetate, and allow to stand for 12 hr. 
Filter and store the main stock in a refrigerator, keeping a small 
quantity in a dropper bottle in the laboratory for immediate use. 

The simplest method of using acetocarmine consists of macer- 
ating or smearing minute fragments of fresh anther in a drop 
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of the stain. Small anthers may be dropped into the dye entire, 
then dissected under a binocular, discarding pieces of anther wall 
and leaving only the masses of sporocytes. Large anthers should 
be sliced into the thinnest possible slices on a sheet of wet blotting 
paper, the fragments transferred to a drop of dye and macerated 
as above. 

Lower a large cover glass over the drop, and press or tap gently. 
A careful sliding motion on the cover glass sometimes aids in 
smearing the cells into a thin film. Pass the slide quickly over an 
alcohol lamp several times. The amount of heating must be 
determined by trial, but do not heat to the boiling point. Drain 
off excess stain, and seal the edges of the cover glass with soft 
paraffin. Examine the slides with a microscope, and store satis- 
factory ones in a refrigerator; the color improves in a few days, 
reaches maximum intensity, then begins to deteriorate. 

Fresh anthers are not available at all times, and it may be 
necessary to make collections in the field for subsequent study. 
An excellent method is available to meet these conditions. 

Kill entire anthers in the following: 


Glacial acet ic acid (or propionic) . .... 3 parts 

Absolute ethyl alcohol . . . 1 part 

Tissues can be stored in this fluid for several weeks, but pro- 
longed storage is undesirable; transfer after 3 days to 70% 
alcohol, in which the material may be stored indefinitely. 

Make the smears as before. Permanent slides can be made by 
several methods (McClintock 1929, Johansen 1940). 

^ Maceration. — Whole mounts or sections of masses of tissue 
frequently do not convey an adequate three-dimensional impres- 
sion of cell structure. A valuable and much-neglected type of 
preparation is made by isolating complete individual cells from a 
mass of tissue. This is accomplished by chemical or, in limited 
cases, by mechanical separation of cells. The separation takes 
place along the middle lamella. Preliminary treatment of the 
tissues is the same, regardles* of the subsequent maceration 
method. If the material is dry, boil it in water until thoroughly 
saturated, pumping with an aspirator if necessary. Divide the 
material into slivers no thicker than a toothpick. Treat with one 
of the following macerating processes. 
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Schnitzels Method. — Cover the material with concentrated nitric acid. 

Add a few crystals of potassium chlorate. 

Heat gently on a sand bath, in a closed hood, until the material is bleached 
white. 

Wash thoroughly, and shake with glass beads until the material dis- 
integrates. 

Increase or decrease the duration of heating until entire unbroken cells can 
be isolated. 

Jeffrey's Method. — The macerating fluid consists of equal volumes of 10% 
cliromic acid and 10% nitric acid. 

Treat for 1 to 2 days at 30 to 40 °C. 

Wash and shake with glass beads. 

Harlow* s Method. — Treat the subdivided and boiled material in chlorine 
water for 2 hr. 

Wash in water. 

Boil in 3 % sodium sulphite for 15 min. 

Wash and macerate. 

Repeat chlorination and the sulphite bath if necessary. 

Following any of these maceration treatments, wash the pulp 
thoroughly by decantation. A centrifuge is an aid in washing. 
The unstained material may be mounted in water or glycerin for 
study. The cells may be lightly stained in aqueous safranin, 
washed by decantation or centrifuging, and mounted in water. 
The mounting media described on page 106 may be used to make 
semipermanent slides, or the dioxan or hygrobutol methods can 
be used to make permanent slides (page 109). 
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CRITERIA OF SUCCESSFUL PROCESSING 

We have carried to completion the processing of some plant 
materials and have before us the finished slides. Our notebook 
contains a record of the entire process, from collecting the living 
plants to the completion of staining. We can now examine the 
slides critically and consider the criteria by which we may judge 
the success or failure of the processing. The severity of our 
scrutiny depends on the objectives of the study for which the 
preparations were made. We may be primarily interested in the 
distribution of tissue systems or the position of organs, paying 
little attention to the protoplasm. Rapid and convenient 
methods that preserve the dfesired structures with adequate 
accuracy need not be regarded as slovenly. Another study may 
require the preservation of the constituents of the protoplasm in 
their normal structure and position, and the use of more elaborate, 
time-consuming processes is then justified. 

It is axiomatic that slides for elementary students must be 
much more perfect than for advanced workers. Beginners waste 
much time puzzling over imperfections; they will draw faithfully 
a break produced in microtoming, the gap between the cell wall 
and the collapsed plasma membrane, or a speck of debris in the 
tissues. 

The pathologist should be especially critical; the control slides 
of normal tissues must show cellular details with almost diagram- 
matic perfection in order to furnish a basis for interpreting 
pathological conditions. Studies in physiology, cytology, and 
experimental morphology also demand careful control of process- 
ing and critical examination of slides on the basis of some useful 
criteria. 

The following illustrations were selected from well-known and 
widely used subjects. Leaves of different species exhibit different 
reactions to killing fluids. The quality of the fixation can be 
determined easily by the condition of the palisade cells. The 
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outlines of the cells should not be wrinkled, and the chloroplasts 
should line the walls. Figure 15a shows the excellent preserva- 
tion of cellular and tissue details in soybean leaf, a highly spongy 
and therefore difficult subject, processed as outlined in the legend. 



A striking illustration of the effects of different killing fluids is 
afforded by experiments with young knaves of cherry. Figure 
15c shows the severe plasmolysis obtained by killing in FA A. 
Figure 156 shows the turgid, normal condition of the palisade 
and spongy parenchyma, following killing in a Nawaschin type 
formula, Craf II. After killing, both lots were processed 
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simultaneously by identical methods, an alcohol-xylol series 
and careful infiltration in paraffin. 

Steins are subject to the same defects as the leaves described 
above. Study Fig. 16a, a cross section of alfalfa stem. Note 


Fia. 16. — Comparison of fixation in alfalfa stems: «, good fixation with Craf 
0.20-1.0-10.0, dioxan process; 6, plasmolyzed cells in cortical region, Craf 
0.30-1.0 -10.0, acetone-n-bvityl alcohol process; c, good fixation, but with peeling 
epidermis, process as in a. 

that the delicate hypodermal chlorenchyma is intact, the cells 
have smooth, rounded outlines, and there is no marked cleavage 
between cells. Within each chlorenchyma cell the plasma 
membrane and the chloroplasts are appressed against the cell 
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ance of these cells may be regarded as approximating the structure 
of living cells. Observe further that the epidermis is not peeled 
away from the inner tissues. These features are indicative of 
successful processing. 

In comparison with the above case, examine Fig. 166, also a 
cross section of alfalfa stem, killed in FAA and carried through 
an alcohol-xylol series. There is marked plasmolysis; the massed 
chloroplasts and cytoplasm absorb the stain and cannot be 
destained differentially, producing harsh staining effects. Note 
especially the collapsed plasma membranes in the epidermis and 
chlorenchyma. This embedded material was brittle and only the 
pieces from the upper three internodes could be cut without 
serious tearing. 

Figure 16c is from a third batch of alfalfa stem which was 
processed exactly like the material from which Fig. 16a was 
obtained. The structure of the deeper cortical cells is well 
preserved, but the epidermis shows extensive peeling away from 
the chlorenchyma. The condition of the protoplasts indicates 
that the killing fluid and subsequent processing were not at 
fault. It is probable that the peeling of the epidermis was 
caused by compression of the extremely soft hypodermal tissues 
when the fresh stem was cut into pieces for killing. 

Roots are somewhat more difficult to judge than organs con- 
taining chloroplasts. Root cells that contain Icucoplasts should 
be examined for the position of these plastids. If the plastids 
are inconspicuous, the condition of the thin plasma membrane 
will indicate whether plasmolysis has occurred. 

The critic must be much more lenient in the examination of 
sections of wood. Boiling the wood in water, desilicification 
with hydrofluoric acid, and infiltration under pressure for long 
periods are not conducive to preservation of protoplasmic or even 
cell-wall details. Mechanical tearing can be easily recognized. 
In the nonliving elements (trachea and tracheids) the concentric 
layers of the thick wall should not be separated. The innermost 
layer, formerly regarded as tertiary wall, is often found to be 
completely separated in poor preparations. Parenchymatous 
elements, such as wood rays, diffuse wood parenchyma, and 
epithelial cells of resin canals, are subject to plasmolysis. 
Perfect fixation of these parenchymatous cells should not be 
expected. 
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The embryo sac of lily is a difficult subject that tests the effec- 
tiveness of a method and the skill of the worker. The young 
megasporocyte of lily is comparatively easy to preserve in good 
condition. Such fluids as chrome-acetic and Bouin\s, followed 


r io. 17. — Uompanson ot tixation in young ovules of Lilium: o, L. speciosum, 
chrome-acetic (0.5-0. 5) 48 hr., alcohol-xylol; 6, L. tigrinum, Allen-Bouin III, 
4 days, three-grade dioxan; c, L. speciosum, chrome-acetic (0.5-0. 5) 48 hr., 
alcohol-xylol; d, L. tigrinum, Allen-Bouin III, 6 montlis, acetone-tertiary butyl 
alcohol. 


by the traditional alcohol-xylol series, yield excellent preparations 
and a good ratio of well-preserved sporocytes. The sporocyte 
and integument initials in Fig. 17a, 6, and c are preserved very 
well indeed for routine class material. 
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Ftg. 18. — Comparison of fixation in larj;c megasporocy tes of TAlium: a, L. 
umhellatum, Allen-Bouin III, 12 days, glycerin dehydration to alcohol-xylol; 
h, Tj. speciosum, Bouin, alcohol-xylol; c, L. tigrinum, Allen-Bouin IT, 6 months, 
acetone-xylol; d, L. tigririum, first division of meiosis, Allen-Bouin II, 6 months, 
acetone-xylol; e, L. pardalinum, harrow embryo sac with linear quartet of 
rnegaspores. Allen-Bouin IT, 5 weeks, alcohol-xylol. 
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With continued enlargement of the sporocyte the cytoplasm 
probably becomes highly fluid, the integuments elongate as thin 
sheets of tissue, and these structures become increasingly subject 
to damage. Look for evidence of plasmolysis of the sporocyte 
and wrinkling of the rims of the integuments. In Fig. 18a the 
finely granular cytoplasm is obviously not shrunken, and the 
rounded rims of the integuments show very little distortion. 
Many readers will recognize an old acquaintance in Fig. 186, a 
typical Bouin, alcohol-xylol image that is frequently encountered 
in lily ovule. Although some batches prepared by this method 
have some good sporocytes, severe plasmolysis occurs frequently. 
However, nuclear fixation is usually excellent. 

Figure 18c shows very nearly perfect preservation of the 
sporocyte. The cytoplasm in Fig. ISd is somewhat coarsely 
granular, but the chromosomes at the very beginning of disjunc- 
tion in the first division of meiosis are well fixed. Note that each 
chromosome is long and U-shaped, instead of being a compact 
lump as with inferior fixation. 

In Fig. 18e the cytoplasm of the narrow embryo sac is not 
so vacuolate as is commonly the case at this stage. The four 
megaspore nuclei are in good condition, with the chromatin in the 
form of peripheral slender spireme threads. 

It is probable that undue blame has been placed on the killing 
fluid for the distortion of protoplasts of these large sporocytes. 
Recent developments in dehydrating and infiltrating methods 
indicate that these processes contribute much to the quality of 
the image. Rapid dehydration is probably one cause of distor- 
tion. The slow dehydration obtained by the glycerin evapora- 
tion method yields a very high ratio of well-preserved ovules. 
Figure 18a illustrates the quality in a highly successful and 
productive batch of lily ovary, killed in Allen-®ouin, dehydrated 
by glycerin evaporation, and transferred to xylol for infiltration. 
The mild dehydrating action of such paraffin solvents as the 
butyl alcohols and dioxan minimizes distortion of large sporo- 
cytes. Figure 17d is from a lot in which a large proportion of 
the ovules show excellent preservation, using Allen-Bouin fixation 
and the acetone-tertiary butyl alcohol dehydrating series. It is 
probable that using a properly balanced killing fluid, followed by 
a mild and slow dehydrating method, yields the most satisfactory 
ratio of good ovules. 
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The foregoing discussion of the criteria of the quality of 
processed materials was illustrated by rather extreme cases of 
unsuccessful processing, contrasted with some decidedly choice 
materials. In actual practice it is not necessary to be so critical. 
A preparation having some plasmolysis may nevertheless be 
presentable and usable for the study of organogeny and tissue 
systems. At the risk of tiresome repetition it will be stated 
again that the subject chosen, technique used, and the quality 
of the finished product should suit the need. 



PART II 


SPECIFIC METHODS 




CHAPTER XIII 


INTRODUCTION 

The presentation of detailed directions for specific subjects 
must be prefaced by certain reservations and precautions. The 
reactions of plants vary with their age, degree of differentiation, 
degree of turgor, and perhaps many intangible physiological 
factors. Each step in the processing involves a time factor, the 
duration of that particular treatment. The numerous successive 
operations, each with a variable time factor, offer innumerable 
combinations of treatment. This is complicated by variations 
in the purity of reagents, fluctuations of room temperature, 
failure of oven thermostats, and just plain blunders by the 
worker. The possibilities of influencing the finished product are 
obvious. Therefore the author of a research paper or a manual 
is reluctant to present a .set of written directions with any 
assurance of success to his readers. However, a study of the 
general principles of collecting, killing, and processing, as out- 
lined in Chaps. I, II, and III, will enable the reader to use the 
following directions with reasonable assurance of success. 

This section of the manual should be regarded as closely 
linked with Part I. The general methods of collecting and 
processing described in Part I will now be supplemented by 
specific recommendations as to suitable plants for illustrating 
various topics and the techniques of processing these plants. It 
will be convenient to designate killing fluids by the method given 
on page 21. The reader should refer back frequently to 
pertinent portions of Part I. 

The plants selected for study not only should show the desired 
structural features to best advantage but also should have the 
virtue of familiarity to the student and availability. Why use 
Vanilla, a rare orchid, to illustrate the anatomy of the monocot 
root when the common garden asparagus yields instructive 
slides? Some of the slides used for teaching should be of species 
other than those illustrated in the official textbook. This 
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demands more critical study of the slides by the students and 
minimizes the copying of text figures. The plants recommended 
here are available in most parts of the country or can be grown 
in the greenhouse or even in a window box. The local florist 
shop and commercial greenhouses are fruitful sources of materials. 
Most owners are happy to give the visitor a leaf of lemon, 
oleander, rubber, or other instructive subject. Algae, fungi, and 
bryophytes can be found in abundance when one has learned 
where to look. Such local foraging and field trips afford a wealth 
of material. 

The sequence in which specific recommendations are arranged 
in this manual takes cognizance of the customary arrangement of 
topics in textbooks of botany. Laboratory courses in general 
botany, anatomy, and histology are oriented around topics and 
fundamental problems that cut across taxonomic lines. The 
leaf, for example, is studied as a functional and structural unit, a 
food-making organ. A comprehensive study of the leaf from this 
point of view necessitates a comparison of leaves of a wide range 
of vascular plants and perhaps even of mosses. The stem and 
root are likewise studied as organs having structural diversity 
and functional modifications but nevertheless having some 
fundamental pattern. In addition to that elusive entity, the 
^HypicaL^ organ, it is essential to examine variations and modifi- 
cations of the basic pattern. A comprehensive study of vascular 
anatomy thus embraces vascular plants from Lycopodium to 
Orchis. 

From the standpoint of technique each organ ^presents its 
characteristic problems. For example, broad leaves of plants 
in widely separated taxonomic groups have in common such 
problems as collecting, subdivision in sampling, and orientation in 
sectioning. If we were to consider in its entirety some one 
species, like an oak, we would find that its root tips, embryo sac, 
and old stem present very different problems of technique. 

These considerations have led to the unorthodox arrangement 
of Part II of this manual, with categories of organs as well as 
taxonomic position used as major chapter topics. In view of the 
fact that the beginner in technique will, if he is wise, begin with 
vegetative organs of higher plants, the first chapter in this section 
deals with such organs. Vegetative organs are taken up from 
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the developmental standpoint, beginning with meristematic and 
young organs and working up to the mature organs. 

In the lower phyla, the Thallophyta and Bryophyta, reproduc- 
tive structures are much more inseparably associated with the 
vegetative body than is the case in vascular plants. Therefore, 
the discussions of the Thallophyta and Bryophyta incorporate 
reproductive organs as well as the predominantly gametophytic 
vegetative structures. 

The chapter on the Ptcridophytes deals with the entire ganieto- 
phyte and only such sporophytic structures as are associated with 
sporogenesis. The chapter on the Spermatophytes deals with 
the strobili of the Gymnospermae and the floral organs of the 
Angiospermae. 



CHAPTER XIV 


VEGETATIVE ORGANS OF VASCULAR PLANTS 

The vegetative organs of the vascular plants are the leaf, the 
stem, and the root. These organs can be studied (dtluT from 
the standpoint of developmental morphology and histogenesis, or 
they may be studied from the comparative viewpoint by a com- 
parison of the mature organ in its diverse forms. A combination 
of the two viewpoints has much merit, and the following presenta- 
tion of materials and methods affords suital>le material for such 
studies. 


MERISTEMS 

This section is limited to tlu^ apical meristems or growing points 
of stems and roots and the associated organ primordia. Labu’al 
meristems are more properly discussed in connection with 
secondary growth of older stems and roots. The study of the 
activities of meristems is in part a study of mitosis ; some prepared 
slides of meristems are intended to show critical details of mitosis; 
however, some slides are also prepared to show tissue systems and 
organ primordia. For either type of slide, meristematic tissues 
are processed by the most critical methods that time and facilities 
permit. 

The Root Tip. — Growing points of roots are obtainable from 
seedlings sprouted on blotting paper, from sprouted bulbs, from 
older plants in pots, or from plants dug up in the field. Regard- 
less of the source or length of a root, the meristematic region is 
confined to the terminal 1 to 2 mm. Penetration of reagents 
occurs over the entire surface. For elementary work adequate 
cellular detail is obtained with the entire root tip. The pieces 
are thus large enough to be handled easily; longitudinal sections 
show the relationship of the root cap, the meristem, and the older 
tissues, and slides can be made by quantity-production methods. 
For more critical studies the root tip should be cut into the small- 
est possible pieces or prepared by one of the modern smear 
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methods. The best of these methods have been admirably 
assembled by Johansen (1940). There is a daily periodicity in 
the rate of mitotic activity, a periodicity that is characteristic 
for each species. In order to have many mitotic figures on the 
slides, root tips should be collected at periods when many cells are 
dividing. 

Bulbs of Allium cepa, Hyacinthus, Crocus^ Tulipa, and to a 
lesser extent of Lilium are good sources of root-tip material. The 
following suggestions, based on onion, will furnish the basis for 
other related subjects. The simplest method of sprouting the 
bulbs is in individual containers of water, using a tall narrow 
bottle, jar, or drinking glass of such diameter that the lower third 
of the bulb is submerged. Change the water twice a day. 
Bulbs sprout well in moist, steam-sterilized sphagnum. The 
peaks of mitotic activity for onion are from 1:00 to 2:00 p.m. 
and 11:00 p.m. to midnight. 

Onion root tips are preserved satisfactorily in fluids of the 
Nawaschin type; one of the most consistently satisfactory is III. 
The comparatively expensive butyl alcohol and dioxan methods 
give good results, but a closely graded acetone-xylol series and 
careful infiltration yield excellent preparations for general class 
use. Bonin’s solution yields excellent mitotic figures, especially 
prophases and telophases. Occasional lots killed with Bouin are 
extremely poor. Fluids containing osmic acid are favored by 
some workers for critical cytological work, but the use of this 
expensive reagent is not justified for routine work. The formula 
must be adapted to the plant being studied, and the reader who 
wishes to use such fluids must consult the research literature for 
details. 

Safranin-fast green and the triple stain give the most complete 
picture of the entire cell, differentiating the cell wall, the texture 
of the cytoplasm, the achromatic figure, and nuclear structure. 
Iron hematoxylin stains chromatin an opaque, contrasty blue- 
black against a gray cytoplasm. Gentian violet-iodine gives a 
brilliant blue-black translucent chromatin on a perfectly colorless, 
almost invisible background. Select the stain combination that 
gives the desired effect. 

• Hyacinthus and Narcissus are suitable sources of root-tip 
preparations. The methods ani essentially as given for the 
onion. Gladiolus has very small chromosomes, and preparations 
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are of value mainly to illustrate comparative chromosome sizes. 
The possibilities of the numerous kinds of bulbs, corms, and 
rhizomes available in field and garden have been by no means 
fully explored. 

Root tips of corn are obtainable by sprouting kernels in a 
moist chamber. When seminal roots and some lateral roots have 
developed, cut off the meristematic tips. Root tips may also be 
obtained from pot-bound plants and the plants can be repotted 
without apparent damage. Mitotic activity is usually rapid 
during the early forenoon. Maize cytologists favor a formula 
that is practically identical with Craf III. Choose a stain by 
the criteria discussed in connection with the onion. 

Vida f aha j the horse bean, has 12 large chromosomes, 2 of them 
about twice as large as the others. Obtain root tips by sprouting 
seeds in a moist chamber or from plants grown in pots of sphag- 
num. Kill in Nawaschin or in Craf II, and stain as with onion. 

The common trailing Tradescantia grown in greenhouses has 
large chromosomes. Obtain root tips from cuttings rooted in 
sand. The periodicity is an uncertain factor, and the worker 
must chance obtaining abundant mitotic figures. Bouin’s solu- 
tion usually gives acceptable results. This plant does not yield 
successful preparations with the certainty of the onion. 

Apical Meristems of the Stem. — The origin of the tissues of the 
stem and of lateral organs on the stem is revealed by a study of 
the meristematic tip or apex of a stem. This growing point may 
be found at the tip of a growing axis, or in a dormant terminal or 
axillary bud. One of the easiest subjects to handle is the shoot 
from the sprouting kernel of corn. Sorghum, oats, and other 
small grains may also be used, but the coleoptile is small and not 
so easy to handle as that of corn. The growing point of these 
Gramincae is a broad dome, from which the leaf primordia arise 
as lateral protuberances. Successive leaf primordia are laid 
down during this period of rapid growth and may be seen in 
graded order in a good median longitudinal section. Transverse 
sections show the lateral extension of the meristematic margins 
of the leaf primordia. The oat sprout develops axillary buds 
earlier than do the other suggested grasses. 

To obtain growing points of corn stem, germinate the corn in 
sphagnum or sand. When the coleoptile is approximately 5 cm. 
long, cut out a section 5 mm. long at the coleoptile node (Fig. 
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19A). This region, which contains the growing point, can be 
located easily by holding the shoot before a bright light; the 
region of the coleoptile node and compact growing point is dark. 
Excellent preservation of these gramineous growing points can 
be obtained with Craf I. The air must be completely evacuated 
from the tightly overlapping leaves encircling the stem tip. 



ing point of stern is at coleoptile node 1, root tip removed from seminal root 2; 
B, half of kidney bean seed with embryo in place; C, parts of embryo, 1 contains 
stem tip, 2 is discarded, 3 is used for root tip; D, sprouting pea, epicotyl cut off 
at 1 is used for stem tip, root tip cut off at 2; ^ and F, sprouting soybean dis- 
sected to obtain terminal bud G; H—J, bud of basswood removed from twig 
and divided for killing. 


Improper infiltration results in the collapse of the meristematic 
tissues and breaking of the tip and leaf primordia during section- 
ing. Cut sections of maize 10 to 12 /x thick and the small grains 
6 to 8 M- Stain in tannic acid-ferric chloride, in hemalum without 
counterstain, or in safranin-fast green (Fig. 20a). 

A good dicotyledonous stem growing point can be obtained 
from Lima beans, kidney beans, soybeans, and peas, sprouted in 
sphagnum or sand. Lima and kidney beans have a large epicotyl 
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of simple structure at the postdormant stage, after the seed coat 
has been ruptured but the plumule has not yet emerged. Peel 
off the seed coat, separate the cotyledons, and remove the 
epicotyl and radicle (Fig. 19 jB, C), Good fixation can be obtained 
with Craf II followed by the acetone-xylol series. Cut the 
paraffin sections at right angles to the flat, overlapping plumule 
leaves. Stain as recommended for corn seedling. The median 
seption will show a broad apical meristem, two small leaf pri- 
mordia, and fragments of the folded plumule leaves. The 
radicle can be used for histological or cytological preparations of 
the growing point. 

Peas show a more advanced condition at a corresponding 
stage of germination. The pea bud is perfectly glabrous. 
Sprouts showing axillary bud primordia are obtained when the 
sprout has emerged from the seed in the form of a loop (Fig. 
19D). Increasing complexity develops rapidly as the sprout 
becomes straight. 

The epicotyl in sprouting soybean is more advanced in organi- 
zation than in l^eans or peas. Extract the soybean bud from 
the burst seed. For an older stage permit the epicotyl to elongate 
until the tips of the plumule leaves just protrude beyond the 
cotyledons; remove the cotyledons, pull the plumule leaves apart, 
and remove the entire bud (Fig. l^E-G), Soybean buds are 
pubescent and must be pumped with an aspirator until they sink 
in the killing fluid. The large multicellular hairs in the axils of 
the leaf primordia are easily mistaken for axillary buds by ele- 
mentary students. The bud is a desirable item for advanced 
teaching (Fig. 2Qh). 

Axillary buds of Coleus ^ tomato, and other herbaceous plants 
or the buds from potato eyes are also desirable subjects. Before 
dropping buds of this type into the killing fluid, it is best to 
dissect away some of the outer bud scales. A wide field binocular 
dissecting microscope is an aid in preparing such buds. 

Uniformly good fixation of buds of the above legumes and other 
recommended herbaceous plants has been obtained with Craf II 
and the acetone-xylol series. Some good results, with occasional 
unexplained failures, have been obtained with dioxan. 

Buds of trees and shrubs collected at different seasons show the 
initiation of leaves and flowers, or the dormant condition. 
Expanding spring buds of the silver maple {Acer saccharinum) , 
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Norway maple {A. platanoides), basswood {Tilia glahra), and 
tulip poplar {Liriodenclron tulipifera) are recommended. In the 
shrubs, lilac (Syringa), honeysuckle {Lonicerd)^ and elderberry 
(Sambucus) are excellent subjects. Remove the buds from the 
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Fi(i. 20. — Growing points of stems: a, Zea mays^ seedling 1 week old, Craf I, 
acetone-xylol; h, Soja max, seedling 1 week old, Craf II, three-grade dioxan; 
c, Acer saccharinum, dormant bud from large tree, FAA, alcohol-xylol. 

twig as shown in 1 ig. Slice off a longitudinal slice from 

each side, peel off some of the tougher outer scales under a 
magnifier, drop into the killing fluid promptly, and pump 
vigorously, FAA penetrates well and gives acceptable fixation; 
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however, if more perfect preservation of the protoplast is desired, 
dissect away most of the larger leaves, and kill the remaining 
growing point and small leaf primordia in Craf II. Use any of 
the stains recommended for previous growing points. 

THE STEM 

The techniques used for the processing of stems range from the 
foregoing methods used for the delicate meristematic tip to the 
rather drastic and apparently crude methods necessary for some 
tough woody stems. The portion of stem to be selected for 
preparations depends on the degree of differentiation that is to 
be demonstrated. A well-chosen piece may show a desired stage 
of development without excessive woodiness. The short stem 
axis included in the piece removed above the coleoptile node of 
corn, or the stem included in a tree bud, shows a considerable 
range of tissue differentiation from the apex downward. For the 
study of subsequent differentiation of tissues of the stem, sections 
from progrevSvsively older stems are used. 

Mono.cotyledonous Stems. — It is convenient to discuss first the 
mbnocotyledonous stem because most of these stems reach a 
climax of differentiation in one growing season and do not present 
the problems raised by the secondary growth of dicotyledonous 
and gymnosperm stems. Maize may well be used as the standard 
subject for the grass stem. Most of the story of histogenesis can 
be obtained from pot-grown plants. Complete transverse pieces 
can be removed from the younger plants, thus including the over- 
lapping whorls of leaves encircling the stem. Nodal pieces show* 
the axillary buds, the potential ^^ears.'^ From the older plants 
use only the internodal pieces of stem, stripping away the leaves. 
A pot-grown plant will become fairly well lignified and show 
mature structure and yet be so small that a complete cross section, 
or at least a quarter sector, can be placed on a slide. To show 
the well-developed and lignified bundle sheath and cortex or 
^‘rind,^' use large, nearly mature field-grown plants. Cut the stem 
into short disks, and divide each disk longitudinally (Fig. 2J5, C). 

Young stems collected before the internodes have become 
exposed should be killed in a mild fluid like Craf II. Fully 
enlarged but soft stems fix well inBouin’s fluid, with an occasional 
dismal failure. Mature stems must be killed in FAA and 
pumped until they sink. The dry air-filled pith is difficult to 
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infiltrate; it is therefore desirable to exhaust again in the anhy- 
drous stage of dehydration. The use of TEA permits paraffin 
embedding of all but the toughest stems, which must be cut in 
celloidin.* Transverse and longitudinal sections of corn stem 
take a brilliant safranin-fast green stain. The hemalum-safranin 
combination is the second choice. Iron hematoxylin-safranin is 
used only if the middle lamella is to be emphasized. 

Other important plants that illustrate the large grass type of 
stem are sugar cane and sorghum; wheat, oats, and other small 
grains and field grasses illustrate the small hollow culm. The 
most easily available grass rhizome is that of quack grass, 
Agropyron repens. The hydrophytic monocots have interesting 
culms and rhizomes. Species of Carex having triangular stems 
as well as round-stemmed species, and the cat tail, Typha, should 
not be overlooked. These subjects can be prepared by the 
methods outlined for maize. 

Monocot stems of the nongramineous type may be obtained 
from several easily available plants. The trailing Tradescantia 
grown in greenhouses has a soft stem that can be sectioned in 
paraffin. Kill in Craf IV. Asparagus sprengeri, an -important 
plant in the florist trade, has a thin woody stem. The younger 
portions near the tip can be cut in paraffin, the old woody stems 
must be cut in celloidin. Wild species of Smilax have a woody 
stem. Kill the woody stems of Asparagus and Smilax in FAA^ 
and cut in celloidin. 

Dicotyledonous and Coniferous Stems. — The apical meri- 
stematic regions of dicot stems have been discussed in the section 
on apical meristems. The tissue systems of these stems differen- 
tiate very rapidly close to the apex, and the first few internodes 
below the terminal bud show the fully developed primary tissues 
and the initiation of secondary activity. A convenient though 
artificial and arbitrary classification of stem types is in common 
use; herbaceous stems develop comparatively little secondary 
wood, and, if a complete cylinder of wood is produced, it is laid 
down late in the growth period; woody stems begin the forma- 
tion of a complete cylinder of secondary wood early in the season 
and produce an extensive cylinder of highly lignified xylem. 
Every possible gradation of woodiness between these two types 
may be found in the plants about us. The following examples are 
recommended either because they are of economic importance or 
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because they present some structural feature of fundamental 
importance. 

Plants that can be grown quickly in pots are convenient sub- 
jects for the herbaceous stem. Kidney beans, peas, and especially 
soybeans attain usable size in a short time. Actively growing 
field materials are the best source for sweet clover, alsike clover, 
and alfalfa. Any of these legume stems can be killed in Craf III. 
The softer internodes can be carried through an acetone-xylol or 
alcohol-xylol series; the harder stems, especially soybean, cut 
better after dioxan or TEA. 

The cultivated sunflower, Helianthus, and Chrysanthemum are 
good representatives of the Compositae. The common fleabane, 
Erigeron^ is a suitable native subject in this family. The above 
stems seem to withstand the dehydrating action of FAA without 
marked plasmolysis, and a strong Nawaschin modification like 
Craf IV or V is satisfactory. The TEA process is recommended 
for these rather tough stems. 

Bicollateral bundles are characteristic of the Cucurbitaceae and 
Solanaceae. Important members of these families can be 
obtained easily. Seedlings of squash, pumpkin, or melon grow 
rapidly and furnish long hypocotyls as well as epicotyl materials. 
Do not use FAA ; kill in Craf II, and use alcohol-xylol for tender 
stems and butyl alcohol for tough ones. Tomato and tobacco 
seedlings grow slowly, but they are almost indispensable subjects. 
Potato plants are easily grown from tubers. Stems of these 
plants are not killed properly by FAA but are preserved with 
excellent cellular detail in Craf II. Old, tough stems of tomato 
and tobacco must be processed in TEA or sectioned in celloidin. 
Small potato tubers, 3 to 6 mm. in diameter are easy to section. 
Kill in Craf I, and embed in paraffin by a slow, closely graded 
process. Longitudinal sections show that the tuber is a stem 
with an apical mcristem which produces leaf primordia. 

Medullary bundles occur in the Chenopodiaceae ; the common 
weed Chenopodium album is probably the most readily available 
representative. Several related weeds are equally interesting. 
Kill in FAA or Craf III, and process in butyl alcohol or dioxan. 

The foregoing methods recommended for specific herbaceous 
stems can be used with an extensive range of plants in many 
interesting families. As a broad general recommendation use a 
mild chrome-acetic or chrome-acetic-formalin on tender materials. 
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and process in alcohol-xylol or acetone-xylol; for firm materials 
use FA A, followed by dioxan or butyl alcohol. 

The bush fruits like raspberry, blackberry, currant, gooseberry, 
and other plants having similar semiwoody stems may be handled 
like herbaceous stems while in the tender growing stages, but 
they eventually become too hard to process by the foregoing 
methods. Such hard materials must usually be handled like 
woody stems, as described in the following pages. 

For the study of twigs of woody plants material collected during 
the winter has some advantages. The previous season’s xylem 
is fully lignified, secondary phloem is fully matured and firm, the 
cambium is clearly distinguishable as a layer immediately 
adjacent to the wood, and the cambium does not ‘^slip” readily. 
However, if the development of cambial derivatives is to be 
studied, stems must be collected at intervals during the growing 
season, but such materials must be processed with greater care 
than dormant stems. Twigs should be taken to the laboratory 
promptly and cut into short pieces for killing as described on 
page 10. 

Many species of forest, orchard, and shade trees make excellent 
preparations for the study of young woody stems. The bass- 
wood, Tilia, has become a great favorite, but there is no advan- 
tage in studying basswood in a region where it is not native. 
Species of Populus, Fraxinus, and Acer are easily sectioned. The 
apple and other fruit trees have been neglected as class materials. 
For quantity production, twigs with soft wood are preferred 
because of the high ratio of unbroken sections obtainable. 
Tougher woods like oak, hickory, or locust are much more difficult 
to cut, and complete perfect sections are not obtained with such 
certainty. These subjects are therefore not so suitable as a 
standard teaching item, but slides should be made to serve as 
supplementary demonstration items. 

Coniferous stems are included here in the woody category. 
The standard subjects are the white pines, Finns strobus being 
used in the east, and P. lambertiana or P. flexilis and several other 
five-needle pines being available in the west. These are repre- 
sentative of the five-needle or soft pines.” For the ^^hard pine” 
type many more species are available, such as several species of 
yellow pine, the scrub pines, and jack pines. There is not much 
choice among the numerous two- and three-needle hard pines. 
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The principal American genera of conifers should be represented 
in a comprehensive stock of slides. Some of these trees are used 
as ornamentals, the commonest ones being Abies, Larix, Tsuga, 
Thuja, Picea, Pseudotsuga, and Juniperus. Shrubby conifers 
are among the commonest ornamentals, and specimens of shrubby 
species in the genera Juniperus, Thuja, and Taxus are readily 
available. 

The methods of handling the woody dicots and coniferous 
stems are decidedly stereotyped. The subdividing of such 
materials is illustrated in Fig. 2. The impermeability of the 
cork on woody twigs necessitates the use of a fluid of good 
penetrating powers, and FAA has long been the standard fluid. 
Stems may be left in this fluid for years. Preserved stems can be 
rinsed in several changes of 70% alcohol at 1-day intervals and 
sectioned without embedding. The celloidin method is recom- 
mended because of the ease and certainty of attaining high 
productivity by quantity production methods. The sectioning 
of unembedded woody tissues is described in Chap. X and the 
celloidin method in Chaps. VIII and IX. 

Woody stems having bark tissues are usually stained with the 
combinations recommended for herbaceous stems. Hemalum- 
safranin, safranin-fast green, and safranin-aniline blue have 
become standard stains. The method of handling sections and 
the staining processes are described in Chap. IX. 

Transverse, radial, and tangential sections of the cambial 
region of woody plants make instructive preparations that are 
indispensable for a critical study of the three-dimensional aspects 
of cambium, the mechanism of abscission, and the structure of 
developing and mature elements of the xylem and phloem. The 
excessive use of transverse sections and the neglect of longitudinal 
sections builds up an incomplete or even incorrect picture of the 
woody stem in the mind of the student. 

Twigs are not satisfactory for making longitudinal sections in 
quantities. Unembedded twigs cannot be held in the microtome 
horizontally for longitudinal sections. If an embedded and 
blocked twig is so held and sectioned, only the outermost sections 
are strictly tangential, and only a few slices from the center are 
true radial sections, cut parallel to a ray. For first-class prepara- 
tions cut accurately on the three desired planes, use blocks of 
wood and attached bark removed from living trees as illustrated 
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in Fig. 2, page 10. Sectioning of such blocks is quite impossible 
without embedding in celloidin; whereas, with the celloidin 
method, perfect sections can be produced in quantities (Fig. 
216, c). Collect the material in the winter when the cambium is 
firm. Soft wood like basswood, white pine, apple, or silver maple 
can be cut without special softening. Kill in FA A, and embed in 
celloidin. Hard woods like oak or locust must be treated with 
hydrofluoric acid after killing and hardening in FA A. The 



Fig. 21. — Illustrations of material cut by the celloidin method: a, cross section 
of apple graft union; b, sapwood region of 20-year-old trunk of Tilia, sections 
in three planes; c, sections from approximately 40-year-old trunk of apple tree. 
All subjects killed in FA A. The TUia stem was infiltrated in Cellosolve solution 
of celloidin. 

protoplasts cannot be expected to be in perfect condition after 
treatment in HF. The process is described on page 85. 

The desirability of using choice sections showing the bark in 
three planes cannot be overemphasized. In addition to serving 
as supplementary class material for studying the structure and 
development of the stem, such preparations serve as reference 
material for research, especially for pathological studies. Even 
in wood technology, in which the work is largely confined to the 
microscopic structure of the wood, preparations showing the 
cambium, phloem, cortex, and periderm are a valuable supplement. 
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Seasoned lumber is frequently used as a source of material for 
slides, and excellent preparations can be made from such mate- 
rial. However, parenchymatous elements such as xylem 
parenchyma and the epithelial cells of resin canals are collapsed 
and distorted. The preparations are adequate for diagnostic 
purposes and for the study of nonliving elements of the xylem. 
For best results, use properly seasoned wood and prepare the 
blocks so that sections can be cut accurately along the three 
conventional planes as described on page 11. The specialized 
sectioning methods necessary for dry or hard woods are described 
on pages 96-97. 


THE ROOT 

The processing of roots of seed plants for anatomical study is 
similar to the methods used for stems. The meristematic root 
tip is usually prepared by careful cytological methods; sections 
may then be stained either with a cytological stain for nuclear 
structures or stained with some histological combination. 
Batches of root tips that do not have abundant mitotic figures 
are usually set aside for histological preparations. The methods 
of obtaining root tips are described on pages 126-128. 

Distinctly differentiated histogens of roots can be observed 
at the beginning of the root-hair zone, where the emerging root 
hairs can be detected with a hand lens. The initiation of lateral 
root primordia can be demonstrated at the upper limits of the 
root-hair zone, where the old root hairs are beginning to collapse. 
At this level the primary tissues are usually clearly differentiated, 
without being excessively woody. 

The most favorable subjects for illustrating the monocot root 
are maize and Asparagus officinalis, the garden asparagus. 
Germinate corn in sphagnum (not in sand!), and remove pieces 
from the desired region. Roots grown in a moist chamber or 
water culture have excessively spongy, fragile cortical paren- 
chyma, unlike the structure found in plants in a more normal 
environment. Tissues of the tip, the hair zone, and for some 
distance above, are fixed well in Graf II, the older tough roots 
must be killed in FA A, The brace roots from field-grown plants 
may also be used; the old woody roots must be cut in celloidin. 
Roots of sugar cane, sorghum, and the small grains are processed 
by the above methods. 
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Asparagus roots are obtainable most readily from volunteer 
seedlings that occur in the vicinity of asparagUvS beds. Dig up 
these small plants in early spring when the one or few aerial 
shoots have just expanded. At that time the food reserves in 
the root are low and cleaner staining is obtainable. The softer 
portions of the root, within 3 cm. of the tip, are killed in Craf II, 
but older roots that have an impermeable hypodermis and endo- 
dermis must be killed in FA A. The butyl alcohol method is 
suggested for the harder pieces. 

A corns calamus is almost a classical subject for the monocot 
root. This water plant is abundant in suitable locations, but 
material is often inaccessible, and the root has no advantages 
over Asparagus. The processing methods are identical for these 
two plants. 

Smilax hispida root has a remarkably thickened endodermis, 
with laminated cell walls impregnated with brown coloring 
matter. Kill the roots in FAA^ and try a batch with the butyl 
alcohol method, using celloidin if sections cannot be cut in 
paraffin. Safranin-fast green gives a brilliant contrast in which 
the prominent endodermis is reddish brown. 

Young dicotyledonous roots are obtained most readily from 
the large-seeded legumes, beans, peas, soybeans, and especially 
the horse bean, Vida faba. The early stages, including the 
emergence of lateral roots, can be obtained from roots grown in a 
moist chamber or sphagnum. These roots do not become exces- 
sively spongy when grown in this manner. The older roots 
showing secondary growth must be taken from plants grown in 
soil. Soybean and horse bean should be killed in Craf III. 
Young roots of the apple are particularly interesting because of 
the prominent Casparian strips in the endodermis. Material is 
not so easy to obtain as with plants that can be grown quickly 
from seed. Volunteer seedlings of apple can be dug up carefully 
and abundant roots of various ages obtained. Kill the youngest 
roots in Craf III and woody roots in FA A. Trial batches of 
older roots may well be processed with tertiary butyl alcohol, and 
any age classes that cannot be cut in paraffin must be cut unem- 
bedded or in celloidin. 

Flax root has a simple diarch stele. Roots can be obtained 
easily by germinating seeds in blotting paper. Radish, mustard, 
cabbage, and many other roots may also be grown in this manner 
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to adequate size for primary tissues and processed by the methods 
given for apple. 

Ranunculus root has long been popular as an example of the 
dicot root. The large fleshy roots of the buttercups, R. scpten- 
irionalis and R. fascicularis are easy to obtain and to process, 
using the methods given for apple. The buttercup root is less 
likely to be of interest to the student than the root of the homely 
legumes. 

Large taproots like those of alfalfa,ilfcd^cagro, and sweet clover, 
Melilotus, are handled like the older semiwoody roots of apple. 
Collections should be made in early summer before the root cells 
are gorg('d with starch. 

STEMS AND ROOTS OF FERNS AND FERN ALLIES 

The tough, woody stems, rhizomes, and roots of these plants 
are most conveniently discussed at this point because they are 
handled like other woody materials. Collect the I'hizomes of 
ferns in the spring, just after the fronds have fully expanded. At 
that time the reserve starch is greatly reduced; later in the 
season the cells become filled with starch, making it difficult to 
obtain clear color differentiation in staining. Acceptable 
preservation of rhizomes can be obtained with FA Ay and it is not 
improbable that for investigational work this formula could be 
adjusted to give good fixation with given species. For routine 
preparation of many species uniformly good results have been 
obtained with Craf II. These subjects become very brittle after 
xylol, but very large rhizomes can be cut readily after n-butyl or 
tertiary butyl alcohols. It has been customary to embed hard 
rhizomes like those of Pteris aquilina in celloidin. However, 
the TEA process is satisfactory for portions of the rhizome that 
are not excessively hard, but have the woody structures ade- 
quately lignified to show the mature condition of tissues. The 
most brilliant and satisfactory stain is safranin with fast green. 
The presence of yellow deposits in the cells produces undesirable 
staining effects with the hematoxylins. 

The fleshy root of Botrychium is recommended. Tests with 
B. virginianum have shown that Craf I gives much better fixation 
than does FA A. A very striking color contrast is obtained with 
safranin-fast green. Roots of the Boston fern and of available 
native ferns are processed as above. When casting the paraffin 
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block, blender roots should be arranged in clusters of three to five 
roots. Sectioning is much more productive in this manner. 

Species of Lycopodium occur in abundance in some regions, and 
some species, especially tropical ones, are cultivated in con- 
servatories. Stems may be fixed in FAA and carried through 
tertiary butyl alcohol to paraffin. It is usually necessary to soak 
the mounted specimen in warm water before sectioning. Roots 
are easy to process successfully by the same methods. 

SelagineMa has highly localized distribution, but excellent 
preserved material is obtainable from dealers, and several species, 
especially >S. emmeliana and S. kraussiana, are extensively culti- 
vated in greenhouses. The processing is the same as for Lyco- 
podium., the infiltration must be slow and thorough, because the 
stele is literally suspended in a highly parenchymatous cylinder 
and is easily torn in cutting. 

The vegetative organs of Isoetes are studied only in advanced 
work in anatomy, and there is comparatively little demand for 
slides. Roots should be severed and divided into short pieces; 
the compact stem and rhizophore may be processed entire or 
quartered. The methods used for Lycopodium are satisfactory. 

Equisetum is a well-known and common genus; E. arvense has 
attained particularly wide distribution along railroads, where it 
grows on the ballast, and several species occur in swamps, wood- 
lands, and river bottoms. The highly silicified stem has long 
been a problem for technicians. Penetration is difficult with an 
aqueous killing fluid, but FAA is satisfactory. The older stems 
must be desilicified by treating with hydrofluoric acid. Transfer 
directly from FAA to the acid diluted with twice its volume of 
95% alcohol. After 2 days in acid, wash in 50% alcohol, making 
at least five changes at 4-hr. intervals. Observe the precautions 
concerning the use of HF given on page 85. Dehydrate in 
TEA, and infiltrate slowly and thoroughly. Rhizomes and roots 
do not need to be desilicified, otherwise the processing is the same 
as for aerial stems. 


THE LEAF 

The mesophytic dicotyledonous broad leaf is the type most 
commonly used for the study of the so-called ^Hypical leaf.^' 
Subsequent comparative study of the great diversity found in 
leaves is oriented around the mesophytic type. Some general 
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directions apply for the handling of most types of leaves. Leaves 
are easily damaged during processing by apparently minor 
mishaps; it is therefore desirable to kill duplicate batches in each 
of the formulas used, keeping one batch in the preserving fluid 
while the other one is embedded and tested. Consult Fig. 1 
concerning the usual methods of subdividing leaves. Good 
results can be obtained with many leaves by killing in FAA ; soft 
leaves having small veins can be dehydrated in acetone or ethyl 
alcohol, whereas leathery leaves, or leaves with thick or wiry 
veins should be processed in butyl alcohol or dioxan. One batch 
of each subject may well be killed in FAA and another batch in 
one of the fluids given in the following specific recommendations. 

The firm leaves of the trees and shrubs are represented by 
apple, cherry, rose, lilac, and privet. Leaves of apple and related 
plants may be killed in FAAj but occasional batches exhibit 
considerable plasmolysis (Fig. 15). Consistently good results 
can be obtained with Craf II and TBA dehydration. The latter 
reagent minimizes the brittleness of these subjects. A disadvan- 
tage of the rosaceous leaf is th(^ pres<nice of exc^essive brown 
pigmentation in the cell walls and masses of yellow gummy 
materials in the cells. The embedded pieces of leaf in the paraffin 
block are decidedly dark, and the staining effects tend to be 
muddy, especially with the hematoxylins. The use of a safranin- 
fast green or safranin-aniline blue combination makes slides with 
fairly clean color contrasts. Lilac and privet leaves can be 
processed by the above methods. Many other trees and shrubs 
have leaves in this firm-textured category. Geranium leaf is 
firm and easy to process. Craf V gives excellent results. Do 
not use pieces with large veins unless TBA is used for dehydration. 

Leaves of softer character than the foregoing are illustrated by 
various easily obtainable legumes. Kidney bean, soybean, 
clovers, and alfalfa have more or less pubescent leaves; peas and 
horse bean have practically glabrous leaves. All of these leaves 
have been killed successfully in FAA, but failure occurs often 
enough to justify more critical methods. Excellent preservation 
of alfalfa and soybean leaf has been obtained with Craf III 
followed by an acetone- 2^5 A series (Fig. 15). The thinness 
of the cell walls requires a stain of good contrast, such as hemalum, 
followed by safranin, the xylem stain. The coal-tar dye counter- 
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stains are likely to yield weakly stained parenchyma and barely 
visible plastids. 

The leaves of the Solanaceae and Cucurbitaceae represent the 
very tender type of broad leaf. Subdividing of fresh leaves must 
be done with the greatest care because of the open and fragile 
construction of the parenchyma. The glandular hairs should 
also be preserved intact. The best killing is obtained with a 
mild fluid, sucii as Craf I. Practically perfect preservation of 
tobacco leaf has been obtained consistently with this fluid. 
Although the blade is soft in leaves of this type, the veins are 
large and firm, justifying the use of TEA, 

Begonia leaf is an interesting tender leaf. The epidermal cells 
on both sides are (uiormous, th(^ two layers occupying more than 
two-thirds of the thickness of the leaf. The narrow interior layer’ 
consists of poorly defined palisade and extremely loose spongy 
parenchyma. All these interior cells contain chlorophyll; each 
C(dl has relatively f(^w, but very large, chloroplasts. A leaf of this 
type is obviously difficult to preserve. Good killing has been 
obtained with chrome-acetic 0.5-0. 5, washed by diffusion in a 
large volume of water, followed by the ethyl alcohol-xylol series. 
Cut 15 fjL thick in order to keep the large epidermal cells intact. 
Coleus is another common gnHiiihouse plant with soft leaves. 
They are preserved well hyFAA and parti(ailarly well by Craf II. 

The stereotyped construction of the mesophytic leaf permits 
the use of innumerable species to illustrate the type, making it 
possible to utilize plants that are readily accessible and char- 
acteristic of the region rather than use some classical species as 
if it had special ^virtues. 

Most broad leaves are distinctly dorsiventral, the columnar 
palisade cells being on the upper or ventral side. Leaves that 
normally assume a vertical position do not have such distinctive 
palisade cells, the upper and lower tissue zones are nearly alike, 
and the dorsiventrality is obscured. The garden beet and sugar 
beet arc good examples. These leaves can be fixed successfully 
in FAA or Craf III. 

The study of the dicotyledonous leaf would be far from com- 
plete without a study of deviations from the “typicaL^ mesophyte. 
Perhaps the most striking variations are the xerophytic adapta- 
tions. The leaves of species of Dianthus show a range from the 
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relatively large, flat leaves of the greenhouse carnation to the 
waxy, narrow, rolled leaves of the rock garden species. These 
easily obtainable leaves are well preserved by Craf II. The 
tough cuticle becomes brittle after xylol but cuts well after TEA 
or dioxan. A brilliant stain is obtained with safranin-fast green. 

Nerium oleander has leaves of unique xerophytic structure. 
The lower surface is indented with globose cavities or infoldings 
of the epidermis. Each '‘pocket^’ is lined with numerous hairs 
and contains many stomates. The upper epidermis is firm and 
highly cutinized; there are two to three layers of tough thick- 
walled hypodermal cells below the epidermis, and the deep-seated 
palisade cells are long and narrow. Killing fluids penetrate with 
difficulty; FAA is die most rapid of the satisfactory formulas but 
may cause slight plasmolysis. If the pieces cut transversely 
out of the fresh leaf are very narrow, not over 1 mm. wide along 
the linear dimension of the midrib, good penetration and fixation 
are obtained with Craf 0.30-1.0-5.0. Brittleriess in paraffin is 
minimized by the use of butyl alcohol or dioxan. Safranin-fast 
green gives a brilliant and highly differential stain. 

Leaves of citrus fruits are also of the leathery type and have an 
added interesting feature, the pear-shaped oil glands in the 
epidermis. The spongy parenchyma is compact and firm, and 
the palisade cells are small and closely spaced. The impervious 
character of the surface and compactness of the interior necessi- 
tate the use of FAA, which produces acceptable results. If the 
pieces of leaf are cut very narrow, Craf III produces excellent 
fixation. 

Hedera helix is a remarkably efficient xerophy^e that can with- 
stand severe drought. However, the leaf has no striking struc- 
tural adaptations; its tissue organization is that of a stereotyped 
mesophyte. This very fact makes the leaf an interesting subject 
for comparative studies. Kill in Craf II. 

The leaf of either of the common rubber plants. Ficus elastica 
or F. pandurata, is an interesting leathery latex-bearing leaf. 
The small, compact epidermal cells are overlaid by a very thick 
cuticle. Under the upper epidermis there are two layers of large 
water-storage cells, under which there are two layers of small, 
short palisade cells. Two layers of compact hypodermal cells 
occur adjacent to the lower epidermis. The spongy parenchyma 
is very open and is transversed by the prominent latex vessels 
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The latex does not seem to be preserved in stainable form by FAA 
as well as by the chromic acid fluids. Excellent results are 
obtainable with chrome-acetic 0.5-0.5 or Craf 1. 

Other illustrations of lactiferous leaves are easily obtainable. 
The leaf of the ubiquitous dandelion can be preserved in perfect 
condition by Craf I. The leaves of the common cultivated 
poinsettia and of the cultivated and native Euphorbias are well 
preserved by Craf 0.30-1.0-10.0. These leaves are not brittle and 
may therefore be put through an alcohol-xylol or acetone-xylol 
series. 

The succulents/^ which have very fleshy leaves, are an inter- 
esting group of plants, mostly dicotyledonous. These leaves 
range from the broad leaves of Bryophyllum to the cylindrical 
leares of Mesembryanthemum roseum^ the rose fig marigold. 
These leaves can be preserved well in Craf I and dehydrated care- 
fully in acetone. The tissues are highly susceptible to damage, 
and a procedure that produces severe distortion should not be 
condemned without a repetition of the process. 

The gramineous leaf is represented by maize, sugar cane, 
sorghum, foxtail, and bluegrass. Plants are easily grown to 
adequate size in pots. Corn illustrates well the border paren- 
chyma of the vascular bundles, but sorghum and especially sugar 
cane have more striking motor cells; bluegrass is a good repre- 
sentative of the narrow type with prominent ^‘bulliform” motor 
cells along the midrib; foxtail is intermediate between the very 
broad and very narrow types. Acceptable preservation can be 
obtained with FAA^ but for nearly perfect fixation use Craf III. 
This procedure has been repeated many times with corn, with 
uniformly good results. Prior to the introduction of the butyl 
alcohols and dioxaii the older midribs of corn and other grass 
leaves were difficult to section without considerable breakage, but 
the use of these reagents has minimized the difficulty. 

Monocotyledonous leaves other than the gramineous type 
should be included in a comprehensive collection. The leaves of 
lily represent the broad flat type. The extremely large stomates 
are the standard subject for studying sectional views of the 
stomate. Kill in Craf II and process by the acetone-xylol 
method. The thinness of the cell walls necessitates a contrasting 
wall stain like hemalum. The stomates are shown with almost 
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hijlorum, and Smilacina racemosa can be prepared by the above 
method. 

The tender, cylindrical, hollow leaf of onion is preserved in 
excellent condition in Craf I and processed like those of lily. 

The tough leaf of Iris is difficult to section. Fair cellular 
fixation can be obtained with FAA and excellent preservation 
with Craf I if the pieces are very narrow. The TEA process 
minimizes brittleness in paraffin. 

The favorite subjects for the study of coniferous leaves are 
Pinus strobus, a soft pine, and P. laricio austriaca, P. sylvestris, or 
other hard pine. Needles collected in the late fall and in winter 
are very hard and become extremely brittle in the paraffin. Th(i 
cells contain much granular resinous material which remains in 
the finished preparation. Leaves collected in July are full gro^n, 
with all structural features fully developed, but still sufficiently 
soft to cut readily, and do not have exc^essive deposits in the 
cells. Kill in Craf III, and process in TEA] safranin-fast green 
yields a beautiful preparation. Longitudinal as well as cross 
sections should be made. Needles of the springes (Picea) are also 
in the tough, wiry category and should be processed like those of 
pine. 

The flat type of needle is represented by Douglas fir (Pseudo- 
tsuga taxifolia), the hemlock (Tsuga)^ or the fir (Abies). These 
may be killed in the fluids recommended above. Although these 
relatively soft needles can be processed through xylol, dioxan and 
butyl alcohol improve the cutting properties. 

The broad leaf of Ginkgo biloba should not be omitted from a 
study of the gymnosperm leaf. Collect leaves in July, and kill 
in Craf III. 

Leaves of most cycads are obtainable only in conservatories, 
Zamia floridana being the only native species. Select pinnules 
that are not fully matured and toughened. Cut transversely into 
narrow pieces and kill in FAA. The nonalcoholic fluids penetrate 
poorly, but excellent fixation in small pieces is obtained with 
Craf 11. Xylol renders the tissues very brittle, but tertiary 
butyl alcohol permits satisfactory sectioning. 

Fern leaves are readily obtainable from the common Boston 
fern. Use pinnules that have expanded to maximum size but arc 
still bright, shiny green. Old leaves contain discoloring deposits 
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in the cells. Kill in FAA or Craf 11. Other conservatoiy or 
native ferns may be prepared by the same methods. 

The foregoing recommendations dealt with mature leaves. 
Advanced students are invariably interested in the development 
of the leaf. The place and mode of origin of leaf primordia and 
the early stages of leaf development are evident at the growing 
points of stems, and the processing of suitable materials is dis- 
cussed in the section dealing with the stem (page 128). 



CHAPTER XV 


THALLOPHYTA 

ALGAE 

The most satisfactory method of studying algae is by the use 
of fresh living material in conjunction with well-preserved bulk 
material. Except for some critical cytological features, most of 
the life history can be worked out without stained preparations. 
Stages that have short duration must be preserved when available 
and subsequently studied from temporary mounts. However, 
permanent stained slides are indispensable for research and have 
a legitimate place in teaching to supplement bulk material. The 
methods of processing the most commonly used algae are out- 
lined briefly in this chapter, with frequent references to the 
whole-mount methods in Chap. XI. 

Green Algae. — These plants exhibit a wide range of size, com- 
plexity of organization, and habitat. The following simple 
precautions should be observed in collecting, transporting, and 
storing plants: 

1. Keep the plants in their natural substratum (water, soil, 
bark of tree) until the moment of killing. 

2. Avoid subjecting the plants to excessive heat or to desicca- 
tion during storage or transportation. 

3. Unless culture methods have been carefully worked out, kill 
the plants as soon as possible after collecting. 

4. Subdivide or spread out large masses of material to promote 
rapid killing and hardening (fixing). 

5. Keep intact the organization of the natural assemblage of 
the plants, such as the filament, or other type of colony. 

The preservation of green algae for bulk material and for 
permanent stained slides is treated at some length in the chapter 
on whole-mount methods. The advanced worker will find 
further details in Johansen^s (1940) comprehensive treatment of 
culture methods and processing of this group, 

148 



TIIALLOPHYTA 


149 


Blue-green Algae. — These algae have such simple cellular and 
colony organization and are so easy to study in temporary whole 
mounts that the use of prepared slides is less justifiable than with 
any other group of thallophytes. Fresh cultures are easily found 
in a wide range of habitats; in stagnant pools, tanks, barrels, and 
crocks, on potted plants with stale soil, on damp, poorly 
drained soil, and innumerable other places. Some forms like 
Oscillatoria, Rivularia^ Nostoc^ and Gloeocapsa may be found in 
masses that are practically pure cultures. Collections of such 
materials are easy to preserve. Because of the dense undifferen- 
tiated character of the protoplast the crudest methods of preser- 
vation, such as 5% formalin, may be used. If the reagents are 
available one of the fluids containing glycerin should be used 
(page 104). Temporary or permanent whole mounts can bo 
made as described in Chap. XL 

The Marine Brown and Red Algae. — The algae in these groups 
are available in fresh condition for a very limited number of 
schools. Large quantities of these plants are used by schools 
that are totally dependent on outside sources for their materials. 
Therefore, a detailed discaission of methods of collecting and 
preserving these plants would have but limited usefulness. For 
occasional casual collecting on onc^strave|s, the simplest preserva- 
tive is 5 to 10% formalin in sea water. Further refinements are 
the addition of 5 to 10% glycerin and Yi teaspoonful of borax to 
1 1. of fluid. 

For more critical preservation, nothing has been found to 
excel chrome-acetic, with or without addition of osmic acid. One 
of the best formulas is the Chamberlain formula (Table I) made 
up with sea water. Subsequent processing of filamentous forms 
for whole mounts is outlined in Chap. XI. 

If materials are purchased from collectors, the purchaser 
should indicate whether the material is to be used for temporary 
slides or to be processed for permanent preparations. Several 
reliable collectors will furnish material in specified stages of the 
life history, carefully fixed in a suitable fluid determined by the 
collector or specified by the purchaser. Such materials will yield 
excellent preparations by the methods recommended in Chap. XL 

Few of the algae are micro tomed for making slides. Some 
selected items that are customarily microtomed are discussed 
briefly. 



150 


SPECIFIC METHODS 


Chara and Nitella. — The growing points of Chara and the sex 
organs of mature plants must be sectioned to show cellular organi- 
zation and nuclear structures. Kill in medium I chrome-acetic or 
Craf II. These fluids contain enough acid to remove much of 
the troublesome incrustation. The condition of the material 
after 1 week in the fluid can be easily ascertained by examining a 
whole mount. If abundant material is available, several varia- 
tions of these formulas should be tried, and the batch having 
the best fixation used for embedding. Older oogonia and zygotes 
are not readily penetrated by the above fluids; FAA should be 
used. 

These plants become very brittle in xylol, but they section 
satisfactorily after the butyl alcohol process. Examine small 
samples during the process, thereby saving further work if a 
batch has undergone plasmolysis. Infiltration should be gradual, 
with the time interval in the oven reduced to 2 days or less. The 
staining of different batches is highly variable. Try iron 
hematoxylin and safranin-fast green. 

Fucus and similar bulky forms are usually sectioned to show 
gametangia. Kill in medium II or strong chrome-acetic made up 
with sea water. Dissect out some of the gametangia to ascertain 
which fluid preserves them best at the given stage. Wash in sea 
water, and process in TEA or dioxan. Sections are difficult 
to affix to the slide. It may be necessary to use an alcoholic bulk 
stain with some batches. Brilliant staining of immature sperms 
in the antheridia of Fucus has been obtained with iron hema- 
toxylin ; sharp staining of nuclei during cleavage in the oogonium 
is very difficult. 

The more massive Rhodophyceae that cannot be satisfactorily 
made into whole mounts may be sectioned by the method given 
for Fucus. Since the great majority of readers do not have access 
to fresh plants, the purchase of carefully preserved material from 
reliable collectors is recommended. 

FUNGI 

The processing of fungi involves many problems that are com- 
mon to other categories of previously described subject matter. 
For example, in processing a fungus parasitic on a leaf, the tissues 
of the host must be preserved unchanged; the fungus, with an 
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entirely different chemical arid physical make-up, perhaps an 
alga-like siphonaceous plant body, must also be preserved intact. 
Another task may involve cutting a tough piece of wood bearing a 
delicate plasmodium, presenting a conflict between the need for 
drastic methods and refined methods. In order to minimize 
duplication of procedures in this chapter, it is proposed to use 
extensive cross references to appropriate sections of the text and 
to give detailed directions for procedures that are not adequately 
covered elsewhere in the manual. 

Schizomycetes. — The preparation of slides from cultures of 
bacteria is described in detail in textbooks of bacteriology. The 
bacteria are discussed in this manual only in conjunction with a 
host plant. A few typical examples of plant tissues and their 
bacterial invaders will illustrate the general methods of process- 
ing. Bacterium stewartii invades the vascular system of corn, 
forming a shiny yellow mass in the xylem elements. Because 
of the virulence and case of disvsemination of the disease, it is 
unwise, in regions where the disease is not normally present, to 
infect plants to obtain diseased tissues. Preserved tissues can 
be purchased from the supply houses. The most satisfactory 
killing fluids are FAA and FAA-bichloride of mercury (page 17). 
Chromic acid seems to become fixed in the gelatinous slime and 
interferes with clear staining. Process the corn stem or leaf as 
described in the section dealing with vegetative organs of seed 
plants (page 132). Iron hematoxylin gives a brilliant differen- 
tiation of the bacteria. The xylem may be lightly stained with 
safranin, but the slime between the bacteria must be thoroughly 
destained. 

The above methods are satisfactory for the preparations of 
cucumber stems infected with the wilt organism, Bacillus 
tracheiphilus^ and succulent leaves and twigs of apple or pear 
infected with B. amylovorus, the fire blight organism. 

Myxomycetes. — The slime molds are customarily studied from 
living cultures of the slimy plasmodium or plant body and from 
dried specimens of the fructification. These spore cases are 
exceedingly delicate and beautiful objects. Sporangia that are 
nearly mature can be mounted into permanent slides. Transfer 
directly into 95% alcohol for 10 min. Pass through three grades 
of anhydrous alcohol-dioxan at 10-min. intervals, then into pure 
dioxan, and mount in thin dioxan-balsam. A similar butyl 
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alcohol series may also be used. The nuclei are exceedingly 
small, and microtoming is a task for the experienced cytologist. 

Phycomycetes. — The saprophytic members of this group 
should be studied in culture whenever possible, and the use of 
prepared slides should be discouraged. Stages that are of short 
duration or difficult to obtain can be preserved, for either bulk 
material or permanent slides. The representatives of this group 
presented below arc in common use for teaching, and the process 
for each plant has been thoroughly tested and may be regarded 
as type processes applicable for similar subjects. Strict taxo- 
nomic sequence is not maintained in the following discussion; 
organisms that are more or less closely related but are processed 
by similar techniques may be discussed simultaneously. 

Zygomycetes. — The order Mucorales contains the best-known 
members of this group. Species of Rhizopus and Mucor are 
easily grown in culture and studied to bc^st advantage from whole 
mounts. Developing and mature zygospores can be preserved 
by cutting out selected pieces of the culture agar and killing in 
FAAj which also serves as a storage fluid. Such material can be 
used for mounts in water or lactophenol or for excellent stained 
permanent preparations of whole mounts (Chap. XI). Cyto- 
logical preparations require such highly specialized and almost 
specific methods that the ambitious student should study the 
research publications of a given species for details of procedure. 

Oomycetes. — Plasmodiophora hrassicae is parasitic in the roots of 
cabbage and related plants. The plasmodium can be demon- 
strated in young roots that are just beginning to undergo distor- 
tion. Stages of cleavage and spore formation are obtained from 
increasingly gnarled and distorted roots. FAA gives good fixa- 
tion, but Craf III is superior. A simple hemalum-safranin stain 
is adequate for most purposes, safranin-fast green is more con- 
trasty, and iron hematoxylin gives the most brilliant differentia- 
tion of the parasite. 

Synchytrium decipiens is parasitic on the hog peanut, Amphi- 
carpaea, and S. anemones occurs on Anemone. These parasites 
yield striking preparations, but poor fixation is frequent, and 
sectioning is unproductive, making the slides somewhat expen- 
sive. Craf 0.30-1.0-10.0 was found to give excellent fixation with 
most collections. Iron hematoxylin is by far the most satis- 
factory stain. 



TUALLOPHYTA 


153 


Saprolegnia and allied water molds are readily obtained and 
easily cultured, furnishing abundant vegetative and sexual 
material for study in the living condition. The best sources are 
dead fish and water insects, or steam sterilized house flies placed 
into a large crock of pond water. Whole mounts can be prepared 
by the general methods given for filamentous plants (Chap. XI). 
Ascertain the correct killing formula for the species being studied 
by testing small masses in a weak chrome-acetic (0. 5-0.5) or Craf I 



Fig. 22. — Portion of pustule of Cystopus candidus on stem of Capsellat Craf 
0.30-1.0-10.0, acetone-tertiary butyl alcohol. 

and manipulating the acetic (or propionic) acid content. Whole- 
mount and sectioning methods are used for cytological study, and 
the reader is referred to research publications for these highly 
specialized and difficult methods. 

Pythium and Phytophthora are most effectively studied in 
culture, but preparations can be made by the methods suggested 
for the water molds. 

Albugo .{Cystopus) j the white rust,^^ is an indispensable sub- 
ject in teaching. Several species occur on common crops and 
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weeds. For the conidial (zoosporangial) stage select pustules 
that have just ruptured. Fully opened pustules will have most 
of the spores washed out during processing. The sexual stages 
arise after the conidial stage is on the decline, and the host tissues 
show evidence of hypertrophy. A. Candida and A. hliti are fixed 
in perfect condition in Craf 0.30-1. 0-IO.O. Safranin-fast green 
and hemalum-safranin are both excellent combinations for 
elementary use, and iron hematoxylin is a good nuclear stain 
(Fig. 22). Mature oospores are abundant in the older, hyper- 
trophied stems and fruits of the host. A more vigorous killing 
fluid is needed; FAA and standard Nawaschin are both satis- 
factory. As might be expected, the host cells are in a distorted 
condition at this stage. 

Peronospora parasitica^ a common parasite on crucifers, yields 
excellent preparations by the methods described for Albugo. The 
best compromise fluid for preserving both the host cells and the 
fungus is Craf 0.30-1.0-10.0, Safranin-fast green differentiates 
the nuclei of the fungus, but not so sharply as iron hematoxylin. 

Ascomycetes. — The ^‘mold^’ members of this group, such as 
Aspergillus and Penicillium, are so easy to culture and study 
from wet mounts that permanent slides are seldom necessary. 
Permanent slides can be made by the common whole-mount 
methods. Such slides are useful for quick reference rather than 
for detailed study. The production of the ascigerous stage is 
highly uncertain, and best studied from whole mounts. 

The Erysiphales are of interest because many members are 
parasites of considerable economic importance. Erysiphe graminis 
occurs on many grasses, from which the conidial stage is easily 
obtained in abundance. The conidia are studied best by freshen- 
ing detached leaves in a moist chamber and examining the surface 
under moderate magnification, with oblique surface illumination. 
Microtome sections are, however, indispensable; longitudinal 
sections of the leaf show the clusters of long, finger-like haustoria 
in the long epidermal cells. Select leaves that are young and 
soft, kill in Craf III, and process like any young grass leaf. Iron 
hematoxylin is the most desirable stain, although a good triple 
stain is indeed beautiful. 

Other interesting or important species are Erysiphe polygoni 
on the common weed Polygonum aviculare, E. humuli on the rose, 
Podosphaera oxycanthae on cherry, Microsphaera alni on lilac, and 
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Uncinula salicis on willow. For the best slides of haustoria 
collect in the conidial stage. The development of the perithecia 
can be studied from successive collection up to the stage in which 
the perithecia begin to turn gray. Kill in Craf III if the host 
cells are*to be preserved, or in Craf I for good preservation of the 
young perithecium. The latter fluid does not seem to serve so 
well for the host cells. Stain as recommended for Erysiphe 
graminis. Mature perithecia are very brittle and difficult to 
section; furthermore, this stage is studied to best advantage from 
dissections and macerations of bulk material preserved in one 
of the fluids in Chap. XL The sectioning of the decayed, brittle, 
overwintered host leaves is a thankless and pointless task except 
for research. 

Members of the Pezizales are of considerable cytological 
interest as well as economic importance. Sclerotinia frudigena 
occurs on cherries and plums. The conidial stage need not be 
sectioned, and sections of the hard sclerotia are not particularly 
interesting. The delicate goblet-like apothecia yield excellent 
sections. Very early in the spring look for the apothecia arising 
from mummified fruits. Collect cups of various sizes and 
preserve each in a separate vial of Bouin’s fluid or Craf I. Suc- 
cessive stages of ascospore formation will be obtained in this way. 
Longitudinal sections through the center of the cup show numer- 
ous perfectly aligned asci and ascospores. Use iron hematoxylin 
for nuclear details, but safranin-fast green shows both nuclei and 
trama very well. 

Pyronema corifiuens is common on steam-sterilized soil in the 
greenhouse. Cytological preparations of the sex organs are a 
task for the skilled investigator, and the reader is referred to the 
research literature. The apothecia are processed like those of 
Sclerotinia, 

Pseudopeziza medicaginis is parasitic in the leaves of alfalfa and 
other legumes. Collect material when the pustules are just 
opening and the apothecia are bursting through the epidermis. 
Excellent preservation is obtainable with FA A, and staining 
presents no difficulties. Even the simple hemalum stain differ- 
entiates the ascospores. 

Sarcoscypha coccinea has a brilliant red, dainty cup-like 
ascocarp that can be killed entire and processed exactly like 
Sclerotinia, The larger cups like those of Peziza repanda. 
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Urnula, and the familiar ascocarp of Morchella, the sponge 
mushroom, should be suitably subdivided and processed as 
above. 

yieshy portions of the fructifications of other Ascomycetes are 
handled like the foregoing types. Interesting slides are obtain- 
able from HypomyceSy a parasite on mushrooms; Cordyceps, 
parasitic on insects; the fruiting head of Claviceps, the ergot 
fungus; the saprophytic Neurospora. Species of Nectria in which 
the stroma is moderately soft can be sectioned. Remove the 
stroma down to the wood, subdivide vertically into narrow strips, 
kill in FAA or Craf II, and process in TEA, Always examine 
freehand sections of fleshy Ascomycetes to determine whether the 
desired stage of ascus formation is present. 

In the Taphriiiales (Exoascales) only the genus Taphrina 
(ExoascMs) is of importance. Taphrina deformans y the causal 
organism of peach leaf curl, is very abundant in some localities. 
The malformed succulent leaves are well preserved by Bouin\s 
solution or Craf II. Sectioning and staining present no difficulties, 

Venturia inaequaliSy the apple scab organism, is widely dis- 
tributed and easily obtainable in the conidial stage on the leaf. 
A vigorous fluid like FAA or Craf V is necessary. A simple stain 
such as hemalum-safranin is adequate. The perithecia mature 
in early spring on last yearns decayed leaves. Such material 
can be studied well from newly gathered soaked leaves or bulk- 
preserved leaves. Such material yields permanent slides of 
decidedly ragged appearance, and microtoming is therefore to be 
discouraged. 

Basidiomycetes. — This group contains a great diversity of 
forms and involves a wide range of techniques. We are again 
confronted with saprophytes that can be detached from the 
substratum and processed easily, whereas the parasitic members 
require adequate preservation of both parasite and host. In the 
following discussion the taxonomic order is subordinated to 
methods of preparing the material. 

Ustilaginales. — These parasites occur on a wide range of hosts, 
but the most interesting members occur on important crop plants. 
Ustilago zeae, the corn smut, is found on all aerial parts of the corn 
plant. Smut galls on stems, leaves, and ovaries should be col- 
lected. Very young smut galls, that have not markedly distorted 
the organ being attacked, show the host cells in good condition, 
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containing active and rather sparse mycelium. Kill this stage 
in Craf III. Older galls having a milky white interior contain 
a great mass of mycelium and distorted host cells. Small pockets 
of chlamydospores occur in the white mass. This stage, which 
can be ascertained by freehand sections, is the latest useful stage. 
Kill these older galls in FA A. 

The mycelium of corn smut has a strong affinity for hemalum, 
and a simple hemalum-safranin stain shows the hyphae stained 
blue-black, chlamydospores stained red, the thin walls of the host 
cells stained blue, and the lignified elements stained red. Use 
iron hematoxylin for nuclear studies. 

Other common smuts, such as Ustilago levis, U. hordei, U. 
avenaCj and the bunts, like Tilletia can be processed by 

the above methods. 

The chlamydospores of many smuts and bunts germinate readily 
in water or carrot decoction. The promycelia and sporidia are 
studied best from wet mounts from culture, but the material can 
be made into permanent mounts by the dioxan or hygrobutol 
methods (Chap. XI). 

Uredinales. — The rusts rank among the most destructive and 
widespread plant pests, and class materials illustrating the 
important phases of the life cycle of the rusts are indispensable. 
The story of wheat rust has been so well publicized that the 
organism may well be the standard item representing this 
group. 

Puccinia graminis has its ^^red^^ uredinial and ^ ^ black telial 
stages on wheat and many other grasses. The red summer-spore 
stage occurs on young leaves and is therefore easy to section. 
The black winter-spore pustules occur on older leaves and on the 
stems, both of which are difficult to section without tearing. 
Use the youngest leaf showing the telial stage, avoiding the use 
of stem material if possible. Kill in FAA and process like any 
leaf parasite. The pycnial (spermogonial) and aecial stages on 
barberry occur on young, tender leaves that are preserved fairly 
well by FAA, but Craf I followed by careful embedding yields 
superior results. For the most critical cytological requirements 
use the Flemming modifications as described in research papers. 
Many stain combinations give excellent results for class material, 
safranin-fast green is particularly good, but iron hematoxylin is 
by far the best as a nuclear stain. 
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P. coronata, the crown rust, is probably second to wheat rust in 
importance. The uredinia and telia on Avena and other grasses 
and the pycnia and aecia on Rhamnus (buckthorn) are treated 
like wheat rust. 

Two common species of Gymnosporangium have the telial stage 
on Juniperus, producing woody galls of stem tissue in which the 
mycelium is perennial. The younger galls are soft enough to 
be sectioned in paraffin. Divide into wedge-shaped pieces, kill 
in FA Ay and process in butyl alcohol. The pycnia and aecia of 
Gymnosporangium juniperi-virginianae occur on Pyrus, and those 
of G. glohosum on Crataegus. Treat like the aecial stage of 
wheat rust. 

Melampsora is very common on willows and poplars. The 
bright yellow uredinia, which may entirely cover the leaf, are 
handled like other leaf rusts. The coal-tar dyes do not seem to 
be so selective for nuclei as iron hematoxylin. The telial stages 
on the old leaves is a difficult problem, the host cells become very 
brittle in paraffin, and the nuclear staining is selective only with 
iron hematoxylin. 

A great diversity of host tissues in which rusts are found 
necessitates more or less specific adjustment of the killing fluid 
for each problem. The foregoing recommendations are based on 
successful preparations and will serve as a guide for other prob- 
lems in this group. 

Tremellales. — The order is characterized by the small, gelatinous 
fructifications. The septation of the basidium differs in the 
several families, and some authors regard as orders some of the 
families incorporated here. The delicate fruit bodies must be 
collected in an absolutely fresh condition or the time spent in 
processing them is wasted. The portion near the substratum is 
of no interest; remove the substratum completely, and kill the 
entire or subdivided fruit body in chrome-acetic 0.5-0. 5, or in 
Craf I. Exercise extreme care during dehydration and embed- 
ding. The best stain is iron hematoxylin, with safranin-fast 
green as second choice. 

Agaricales. — The primary consideration in the processing of 
this group is to maintain intact the more or less exposed, delicate 
basidia and especially the exceedingly fragile sterigmata on 
which the basidiospores are borne. The texture of the trama 
of the fruit body ranges from the soft, fragile pileus of a small 
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Copnnus to the woody perennial pileus of Pomes. The softer 
members are difficult to preserve in normal condition but are easy 
to section, whereas the leathery fructifications can withstand 
processing but are very difficult to section. 

The basidia of many species of Agaricaceae have been success- 
fully fixed in weak chrome-acetic, in Craf III, or in Allen- 
Bouin II and III. The last is particularly good for cytological 
details. Bouin’s solution has given good results, but it is rather 
erratic. Dehydrate in acetone, beginning with 5% and using 
steps of 5% at 15- to 30-min. intervals. Iron hematoxylin and 
gentian violet-iodine are excellent for nuclear d(‘Iails; safranin- 
fast green stains the nuclei well enough and also shows the gill 
and trama structure. 

Softer members of the Clavariaceae, Hydnaceae, and Poly- 
poraceae arc processed as above; the leathery and woody forms 
must be dehydrated in butyl alcohol or dioxan. Fortunately, 
basidia mature in the soft new growth in even the toughest 
perennials. 

Exohasidium, the only important leaf parasite in this order, 
occurs on Vaccinium.^ Rhododendron^ and other members of the 
heath family. Kill in FAA or Craf III. Because of the leathery 
texture of the host the use of butyl alcohol is advisable. 

Fungi Imperfecti. — This category includes fungi for which the 
‘‘perfect’^ or sexual stage has not yet been found. The perfect 
stage, when dis(;overed, is found to be a basidial or ascigerous 
stage, and the organism is then transferred to the appropriate 
group. Sporulation is by conidia, produced either at random 
on the mycelium or in closed pycnidia. The vegetative mycelium 
may be a superficial saprophyte, a saprophyte within dead 
tissues, or a parasite within tissues. 

Mycelium and conidia from cultures can be prepared as whole 
mounts by the general methods outlined in Chap. XI. Parasitic 
species are handled in accordance with the properties of the organ 
on which they occur. Leaf parasites are the easiest to handle. 
The following illustrations are selected from successful prepara- 
tions of important fungi. 

Diplodia zeae grows readily in agar culture and produces 
abundant pycnidia. Cut out small pieces of agar bearing the 
pycnidia, fix in Craf I, and embed in paraffin. A heavy over- 
stain in hemalum, slightly differentiated in HCl, stains the 
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hyaline portions of the fungus very well; the pycnidia and the 
mature spores have considerable pigmentation. 

Cercospora beticola is common on garden and sugar beets. 
Excise the youngest lesions to obtain sections embracing healthy 
tissues as well as diseased areas. If material must be killed in the 
field where an aspirator is not available, use FA Ay which gives 
adequate fixation. Excellent preservation can be obtained with 
Craf III. Iron hematoxylin and safranin-fast green are the 
preferred stains. 

The wood- and bark-inhabiting pycnidia arc handled like 
perithecia of similar habitats. Such resistant subjects must be 
killed in FAA, and butyl al(*ohol is the preferred dehydrant. 

Lichens. — ^The lichens are found in a wide range of habitats, 
from the mist-soaked rocks under a waterfall to the sun-baked 
face of a boulder. Collections should include a portion of the 
substratum whenever possible. Specimens are usually dried, 
and stored in containers that prevent breaking of the fragile dry 
plant. If wet preservation is preferred, use one of the fluids 
given in Chap. XI. Microtome sections of the vegetative thallus 
have little justification. The association of the green algal cells 
and the fungal mycelium is shown best by dissections and freehand 
sections of fresh or preserved material. The ascocarps should bo 
preserved in fluid, examined with a hand lens for general organi- 
zation, and teased apart for examination of bits of the hymenium 
under a microscope. 

Mi(;rotoming of the ascocarp is a vexing problem with most 
species. The gelatin in the plant body becomes dry and brittle, 
and the sections fail to ribbon and do not adhere well to the 
slide. Select a species with a small, shallow cup-like apothecium. 
Kill in FAA and dehydrate in butyl alcohol. Soak the embedded 
blocks in warm water before sectioning. Staining presents no 
difficulties if selectivity for the diverse components is not 
demanded. Safranin-fast green is probably the best simple 
combination. 
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BRYOPHYTA 

The liverworts and mosses have such wide distribution and 
range of habitat that some representative member of the group 
is usually available for study. The most common liverworts are 
the aquatic Ricciaj the well-known Marchantia, and two rock- 
inhabiting species, Conocephalum conicum and Rehoulia hemi- 
sphaerica. Anthoceros seems to be less common, but it is easily 
overlooked if sporophytes are not present. Large and con- 
spicuous mosses are usually preferred, the best-known ones are 
in the genera Polytrichum^ Mniurrij Catherinia^ Funariay RJiodo- 
hryunij and Sphagnum. Liverwort and moss species that are not 
locally available can be purchased from supply houses, preserved 
either for bulk specimens or for sectioning, as specified by the 
purchaser. 

These fragile plants must be collected and handled with care, 
taking precautions to keep the plants moist and undamaged until 
the time of killing. Entire plants preserved in fluid are indis- 
pensable for teaching. The most useful bulk preservatives are 
described in Chap. XI. Preservation and processing for embed- 
ding must be carried out with painstaking care, approaching 
cytological methods. 


HEPATICAE 

The following recommendations, based on Marchantia, will 
apply to a wide range of liverworts. The young, actively growing 
thallus is usually sectioned to show the construction of the pores 
and highly spongy chlorenchyma. Cut out 4-mm. squares of tis- 
sue. Gemma cups should be excised with a small square of thallus. 
Antheridial and archegonial receptacles should be collected when 
they are just beginning to be elevated above the thallus. The 
gametangia are at their best at this stage. When the archegonial 
disk has been fully elevated, make a collection for the developing 
sporophytes. A complete series of developmental stages may 
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be obtained by collecting at intervals. Kill in chrome-acetic 
0.5-0. 5 or Craf I. A closely graded alcohol-xylol series is 
recommended. 

The thickness of sections can best be adjusted at the time of 
microtoming. Examine a few trial sections by melting the 
ribbon on a slide, and decide whether the trial thickness includes 
the desired structures and is sufficiently thin to show internal 
detail. Sections will range from 6 ju for a careful examination of 
young antheridia, to 15 fx for maturing capsules. A simple 
hemalum stain, with perhaps a light counterstain of erythrosin, 
sets off all essential structures very well. A multicolor stain 
combination is quite pointless. Iron hematoxylin is the ultimate 
choice for cytological details. 

Gemmae can be studied conveniently by dissecting them from 
gemma cups of fresh or preserved thalli. Permanent whole- 
mount slides of gemmae are of little value, but such mounts can 
be made by the methods outlined for preparing filamentous green 
algae. 

Riccia and Anthoceros are somewhat more difficult than the 
foregoing type, because the sex organs are sunken in the thallus. 
Skillful freehand sectioning reveals the presence of sex organs and 
eliminates the fruitless sectioning in paraffin of many vegetative 
thalli. The developing sporophytes of Riccia are visible within 
the thallus, and various stages can be classified roughly by size. 
Remove enough of the thallus with these organs to show some 
of the enveloping cells. Fruiting thalli of Anthoceros should be 
killed entire, in a vacuum jar (Fig. 3C), and the sporophytes 
dissected away with a section of thalhis after hardening in the 
fluid for several days. Both transverse and longitudinal sections 
of the sporophyte should be made. 

The leafy liverworts are easily overlooked on collecting trips, 
and therefore do not receive adequate attention. Pellia and 
Porella are most commonly used to illustrate this group. They 
can be processed like the mosses as outlined below. 

MUSCI 

These plants are readily obtainable in fresh condition during 
the greater part of the year in all but the most severe climates, 
and they can be grown easily. They make usable dried specimens 
and can be preserved in excellent condition in the fluids given in 
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Chap. XI. Gemmae, fully developed sex organs, and most 
features of the capsule can be studied from dissections. Prepared 
slides are needed principally for studying young sex organs, 
gametes, and some features of the developing sporophyte. 

For the study of sex organs the large and more common 
species of Mnium, Poly trichum , and Rhodobryum are recom- 
mended. The proper killing fluid for sex organs and gemmae of 
mosses and leafy liverworts can be determined quickly. Obtain 
fresh turgid plants, dissect out a few short pieces of the shoot 
bearing the sex organs, and immerse in the fluid that is to be 
tried. Exhaust the air that adheres tenaciously among the 
leaves. After 1 hr. in the killing fluid dissect out a few game- 
tangia, mount in a drop of the fluid, and examine with a micro- 
scope under at least 400 X. If plasmolysis has occurred, adjust 
the formula. It is a good practice to try FAA and FPA (page 16). 
If these are too desiccating and cause excessive shrinkage, try 
Craf I, an excellent formula. Adjustments in this formula are 
made by increasing the ratio of acid until no marked plasmolysis 
occurs. Use the stains recommended for liverworts. 

Capsules of mosses are a vexingly difficult subject. Young 
green capsules of Mnium cuspidatum and F unaria hygrometrica 
are penetrated by Craf I, but for older, coloring capsules FAA or 
FPA must be used. However, the interesting stages of sporo- 
genesis, through meiosis-, take place long before the capsules 
become brittle, and there is little need for slides of old capsules. 
The dehydrating must be gradual, and TEA is preferred. The 
embedded capsules should be oriented carefully in the microtome, 
and both longitudinal and transverse sections are desirable. 
The capsule has enough internal differentiation to justify the use 
of a triple stain; however, the simple combination given on 
Staining Chart III is usually adequate. 

The sporulating capsules are studied to best advantage either 
from fresh plants, wet-preserved plants, or dried specimens from 
which they can be removed and thoroughly soaked in water or 
lactophenol (page 106). Spores can be germinated readily and 
the protonema held at any stage by refrigeration under weak 
illumination. With a little planning by the instructor there is 
little excuse for using permanent prepared slides of protonema, 
although these can be made by the methods used for delicate 
algae. 
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PTERIDOPHYTA 
Reproductive Structures 

The preparation of vegetative organs of these plants is discussed 
in the chapter dealing with vegetative organs of vascular plants, 
because vascular vegetative organs require similar techniques. 
Similarly, reproductive organs of Pteridophytes present common 
problems and arc therefore assembled into a separate section. 
The orders are used as major headings. 

LYCOPODIALES 

The organization of the strobilus of the club mosses should 
certainly be studied by dissection, and there is no point in 
embedding entire strobili. Ascertain the stage of sporogenesis 
in each cone by dissecting out a sporangium and crushing out the 
contents. Mature sporangia containing dry, hard, brittle spores 
should not be embedded unless a cytological study is to be made. 
Subdivide the cone transversely, and kill in FA A, medium 
chrome-acetic, or Craf III. Sections should be stained in 
safranin-fast green or iron hematoxylin. 

The gametophytes of these plants are exceedingly rare, 
although they are said to occur in abundance in localized areas. 
Gametophytes may be purchased preserved in FA A, The soft 
thallus is easily sectioned and stained. 

SELAGINELLALES 

There is very little justification for making sections of the 
strobili of these plants because dissections under a binocular 
reveal so much more of the orderly organization of the cone. 
Dissected and crushed sporangia likewise present a three- 
dimensional picture that is lacking in sections. Nuclear details 
of sporogenesis and the development of gametophytes within 
the spores are a task for the experienced investigator. The 
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reproductive structures of these interesting plants are regretfully 
dismissed with these few words. (Consult Johansen, 1940.) 

ISOETALES 

Young sporangia of Isoetes arise on small sporophylls closely 
appressed to the rhizophore. Dissect away the sporophylls under 
a binocular, trim off much of the sporophyll, and kill the spo- 
rangia in medium chrome-acetic or FA A. 

The large sporophylls and mature sporangia are inadequately 
represented by sections. To section mature spores, cut the 
sporangia away from the sporophylls, drop the ruptured sporangia 
into a centrifuging tube of FA A, Process in butyl alcohol, 
centrifuging the mass after each change. Much tearing of the 
spore wall can be expected during sectioning. 

The preparation of gametophytes should be undertaken only 
after a study of research literature, in which methods are given 
for germinating and processing the material. 

EQUISETALES 

Equisetum cones differentiate underground during the late 
summer and contain mature spores when they emerge from the 
ground the following spring. Young vstrobili should be dissected 
away from the rhizome, thoroughly washed, divided into several 
pieces, and killed in medium chrome-acetic or FA A. Both 
transverse and longitudinal sections should be made. There is 
little excuse for sectioning strobili containing mature spores. 
Compared with a dissection under a binocular, a section presents 
an utterly inadequate picture of the interesting organization of 
the cone. Mature spores should be studied in a wet mount, 
which is subsequently uncovered and permitted to dry, bringing 
about the uncoiling of the elaters. 

Gametophytes can be grown by sowing newly shed spores on 
sterilized sphagnum. Excellent preserved gametophytes can 
also be purchased. Embedding and sectioning are carried out as 
with other soft, delicate subjects. 

OPHIOGLOSSALES 

Botrychium is the easiest member of this order to use for the 
study of reproduction. The sporophylls can be teased apart and 
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crushed to determine the stage of sporogenesis. Subdivide the 
fertile frond into small pieces, and kill in medium chrome-acetic 
or Craf II. A wide variety of stains will produce brilliant 
preparations. 

Gametophytes have not been grown to maturity in culture. 
Collectors find gametophytes to be extremely abundant in 
localized areas during favorable seasons. Preserved gameto- 
phytes can be purchased and are easy to process. 

FILICALES 

Sporogenesis in this group, the so-called ^Hrue ferns, is 
fundamentally uniform. The construction of the sporangium is 
also essentially the same. The position and construction of the 
sporogenous area or sorus and the character of the sporophyll 
differ in the numerous genera. Asylenium nidus, the bird^s-nest 
fern, bears sori on the large, leathery, entire vegc^tative leaves, 
whereas Onoclea struthiopteris, the ostrich fern, bears the sporangia 
in the tightly infolded, pod-like pinnules of special fertile fronds. 

The preparation of the diverse subjects is practic^ally identical. 
Select young sori, and examine a dissected portion of a sorus, 
using stages up to and including young thin- walled spores. 
Excise small portions of leaf tissue bearing sori, and kill in 
medium chrome-acetic or Craf II. Species having soft leaves 
are more economically dehydrated in alcohol or acetone, but 
butyl alcohol is advisable for the tougher types. Stain in iron 
hematoxylin to obtain the best nuclear details and in safranin- 
fast green for general use. Do not waste time embedding 
mature sporangia. The contents of the sporangium, the con- 
struction of the annulus, and the character of the wall of lihe 
mature spore are shown far better in a wet mount of fresh or 
preserved material. Some of the cultivated ferns have a high 
ratio of shriveled, undeveloped spores in the mature sporangium; 
sections of such material are disappointing. 

Gametophytes of native ferns can be found in great abundance 
by an experienced collector. Such materials are useful for gross 
study, but the presence of soil particles among the rhizoids makes 
sectioning difficult and unsatisfactory. Gametophytes can be 
grown on nutrient agar cultures, or on porous clay flowerpots in a 
moist chamber. Remove a few gametophytes for examination 
at intervals^ kill desirable specimens in medium chrome-acetic or 
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Craf I, and prepare whole mounts (Chap. XI) or embed very care- 
fully for microtome sections. Iron hematoxylin and safranin-fast 
green yield beautiful preparations. There is no need to section 
thalli bearing sporophytcs, and permanent whole mounts are not 
so desirable as wet mounts that can be handled and viewed from 
all angles. 



CHAPTER XVIII 


SPERMATOPHYTA 

Reproductive Structures 
GYM NOSPERM AE 

Meml^ers of the common gcmera of the Coniferales are well- 
known trees of great e(‘.()riomic importance. Abundant material 
is easily available, and the more im])ortant features of reproduc- 
tion in the common genera represent adc^p lately the process 
in the gymnosperms. The life history of the pine is probably 
the most widely used subject, therefore, the present discussion 
will be centered around reproduction in the pine. The reader 
may consult Chamberlain (1935) for the gross morphology and 
seasonal sequence of the reproduidive cycle in other genera and 
orders and may adapt the methods described here to other 
subjects. 

Staminate cones of Finns are differentiated during the season 
prior to shedding of pollen. Cones can bo dissected from buds 
and the stage of microsporogenesis ascentained by means of 
acetocarrnine smears. Several species of Finns undergo meiosis 
early in May in the Chicago region. Killing fluids do not pene- 
trate readily into large masses of highly resinous tissues. It is 
th(^reforc necessary to subdivide all but the very smallest cones. 
Kill in FAA for general morphological studies and in a Nawaschin 
type, such as Craf II, for more critical details. Nuclei of 
microspores and mature pollen grains are stained adequately in 
hemalum-erythrosin. For the first gametophytic somatic mito- 
sis, which takes place in the microspores before they are shed, use 
iron hematoxylin or safranin-fast green. 

Preparations of the ovule history are much more difficult and 
time consuming to make than the pollen history. The time of 
occurrence of interesting and important states varies with the 
species, the locality, and probably in a given locality in accordance 
with the weather conditions. In the Chicago area the mega- 

168 



SPERMATOPHYTA 


169 


sporocyte of Pinus laricio is evident when the cones emerge from 
the bud; fertilization has been found toward the end of June; early 
embryo stages are obtainable during July (Chamberlain 1935). 

The deep-seated megasporocyte is not reached readily by 
killing fluids, necessitating the use of vigorous fluids that produce 
distortion. The very young cones may be fixed entire in strong 
chrome-acetic, FAA, or A -bichloride of mercury. Such 

preparations are of interest principally to the student of develop- 
mental morphology. It may be preferable to cut away the 
young ovules from the sporophyll and strive to preserve the 
sporogenous and gametophytic feature. Strong chrome-acetic 
seems to have givcui the best results for most students of this 
group. The Nawaschin modifications and Allen-Bouin modi- 
fications deserve further study. 

Staining of ovulate structures is particularly difficult. Resin- 
ous materials in the c(Jls tend to make the preparations unsightly, 
although the essential nuclei may be clearly differentiated. 
Safranin-fast green meets the requirements for all but research 
needs. 

After the first few divisions of the zygote, microtome sections 
are no longer adequate for the study of embryology. The 
development of dissection methods has facilitated great progress 
in such studies. 

A detailed discussion of the morphology and techniques 
applicable to other orders of gymnosperms is given by Johanscm 
(1940). 


ANGIOSPERMAE 

The Flower.- — The angiosperms are usually the central feature 
of the study of reproduction in plants, representing the climax 
in the development of reproductive organs. Floral types and 
features of floral organs are studied best by dissection and whole 
mounts of fresh or preserved material. 

Microtome sections are indispensable for the study of vascula- 
tion and histogenesis of floral organs. Each species is virtually 
a problem in itself ; therefore, this discussion will be limited to the 
methods used for the successful preparation of a few useful 
subjects. Buds of lily and tulip are among the most satisfactory 
subjects for entire flower buds. The very young buds are large 
and easy to handle; embedded buds can be accurately oriented 
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for sectioning, and the parts are so large that elementary students 
can locate and recognize the parts on the slide. Lily buds are 
available over a considerable period, beginning with Lilium 
umbellatum and L. elegans in May, to L. tigrinum in August. 
Well-developed floral parts are shown in buds that are less than 
5 mm. long. Cut off at the base of the perianth, and remove 
successive slices from the tip until the tips of the anthers have 
been cut off. Drop into the killing fluid and pump vigorously. 
Fair fixation is obtained in FA A, but superior results are obtain- 
able with Allen-Bouin II (page 19). Sectioning and staining 
are delightfully easy. Begin sectioning at the base of the 
flower, discard the ribbon until the sections include anthers and 
ovary, and discard the block when ovules are no longer present 
in the apical portion of the ovary. 

Buds of tulip for entire sections of young flower buds are 
obtained from bulbs during late fall. Many varieties of Darwin 
tulips are in a suitable stage from mid-October to early Novem- 
ber, when deliveries are being made by importers and dealers. 
Meiosis was found to occur in several Darwin varieties in October. 
Kill in Allen-Bouin II and carry through acetone-xylol for entire 
young flower buds; for an older ovary follow the recommenda- 
tions for the lily. Cut open the bulb, and dissect out the com- 
plete flower bud. Trim and kill as with lily. 

Matthiola, the common garden stock or gillyflower, furnishes a 
suitable dicotyledonous flower for complete sections. Remove 
individual flowers, trim the end of the closed perianth, and kill 
in FAA for gross study or in the fluid recommended for lily. 
Flowers of tomato are also excellent for advanced workers. 
Inflorescences must be processed entire because of the minute 
size of the flower at the suitable stage; sectioning is at random, 
and the elementary student cannot readily locate the occasional 
flowers that are cut in perfect transverse or longitudinal plane. 

The Anther and Ovary. — Microsporogenesis can be studied 
most satisfactorily in the lily. For elementary work, the essen- 
tial and more obvious features of meiosis can be demonstrated 
with paraffin sections from a series of anthers beginning with 
anthers 2 mm. long up to anthers that are just beginning to show 
color. Ascertain the stage by means of acetocarmine smears 
(page 110) and handle the successive age classes in separate 
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bottles. This saves much time in locating desired stages for 
sectioning. Subdivide young premeiotic anthers transversely 
into pieces not over 2 mm. long (Fig. 23 A, B), The excellence 
of fixation is Influenced by the degree of subdivision. Fixation 
approaching that obtained by smears can be obtained by slicing 




Fig. 23. — Subdividing of reproductive organs: A and J5, anther of lily; C and D, 
ovary of lily; E and F, mounted embedded blocks of anther and ovary, respec- 
tively; tr, transverse disk sliced from young fruit of small-fruited variety of 
tomato; H and I, silicjue of Matthiola; J, kernel of corn sliced longitudinally; 
K, center piece of kernel containing essential parts of embryo; L, embedded 
kernel mounted for sectioning longitudinally. Trimmed edge of paraffin block 
produces a notched ribbon as in Fig. 9 A. 



anthers into disks less than 1 mm. thick while holding them under 
the killing fluid, Allen-Bouin II. This fluid also preserves the 
meiotic chromosomes well enough for elementary teaching (Fig. 
18rf). The anther pieces cannot be cut much shorter than 2 to 
3 mm. because the sporocytes are loose in the anther at this 
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stage. The prophases and meiotic chromosomes are superbly 
stained by iron hematoxylin, gentian violet-iodine, and safranin- 
fast green. 

The advanced worker who wishes to demonstrate the intimate 
structure of the chromosome during meiosis should explore the 
rapidly expanding literature on smear methods, select a species 
on which to work, and strive to perfect his technique until he can 
demonstrate the structures described by investigators of the 
subject. 

The dyad condition and second or equational division are of 
very short duration in lily and will be found in material selected 
and prepared by the foregoing methods. The quartet (tetrad) 
and microspore stages are of long duration, present during the 
long period of expansion of the flower bud, until the anthers begin 
to color. For general purposes it is adequate to kill the entire 
anther; FAA yields surprisingly good results. Test each species 
by means of whole mounts before making a collection for this 
stage. Many cultivated lilies, especially the Easter lilies as well 
as L. speciosum and L. umhellatum have extremely high pollen 
sterility, and the finished preparations show both nicely pre- 
served pollen grains and shriveled microspores. However, such 
preparations are useful for illustrating pollen abortion. Lilium 
regale, L. tenuifoUum, and L. iigrinum are particularly recom- 
mended for the study of pollen formation; the first two species 
have a high ratio of normal pollen, whereas only some strains 
of the last species are satisfactory. 

For more critical fixation of microspore and pollen nuclei than 
is afforded by FAA, use the methods recommended for prophases. 
The somatic division of the microspore nucleus occurs over a 
brief period and is seldom encountered. The monoploid (haploid) 
chromosome complement is interesting and deserves careful 
staining when found. 

Lily ovary is by far the most commonly used subject for 
teaching the development of the ovule and female gameto- 
phyte. The objection to lily is that the nuclear history of the 
embryo sac differs from the condition in corn, the legumes, and 
other common crop plants. However, lily ovary and its parts 
are large, the parallel seriation of the numerous ovules makes 
sectioning productive, and slides of the earlier stages, up to 
quartet formation, can be made economically in quantities. 
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Chrome-acetic has long been a favorite fluid for this subject, and 
formulas 0.5-0.5 and 0.3-0.70 are excellent for the smaller sporo- 
cytes (Fig. 17), but the results are rather uncertain with fully 
expanded sporocytes and subsequent stages. Bouin^s solution 
has been used extensively, but the results are extremely variable. 
Figure 186 shows a typical Bouin image that is all too common. 
The rims of the integuments often show a highly wrinkled and 
collapsed condition. The condition of the sporocyte and integu- 
ments after embedding can be determined accurately in a melted 
strip of paraffin ribbon. The proportions of ingredients in the 
original Bouin formula have been rather rigidly accepted by most 
users, but it is not improbable that superior results could be 
obtained with carefully determined variants of the formula. The 
author has obtained some excellent results by using propionic 
instead of acetic acid as suggested by Johansen (1940). The 
quality of the fixation is improved if the perfectly fresh ovaries 
arc cut into thin disks (Fig. 23i)). 

The most consistent results for all stages have been obtained 
with the Allen-Bouin modifications, especially II and III (Table 
2, page 19). A closely graded alcohol-xylol or acetone-xylol 
series can produce excellent results (Fig. 18d), but failures are 
frequent. The glycerin-evaporation method (Fig. 18a), the 
dioxan series (Fig. 176) or TEA (Fig. \ld) are much more 
reliable. The contents of the mature embryo sac are apparently 
highly fluid and particularly difficult to preserve without exces- 
sive plasmolysis, but Allen-Bouin II usually yields adequate 
fixation. 

The staining of sections of young ovaries prior to meiosis is one 
of the easiest tasks. A simple hemalum stain with or with- 
out crythrosin is adequate for elementary classwork. Iron 
hematoxylin and safranin-fast green yield brilliant preparations. 
The meiotic and gametophytic division figures and nuclei should 
be stained with iron hematoxylin, safranin-faflt green or safranin- 
gentian violet. The last combination and the triple stain show 
the spindle fibers exceptionally well. 

The manufacture of lily ovary slides showing the seven-to- 
eight-nucleate stage is unproductive and expensive. Most of 
the slides obtained from a ribbon show incomplete embryo sacs. 
Cutting an ovule longitudinally through the center and having all 
the nuclei in one section is a matter of chance. Commercial 
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manufacturers have a sales outlet for slides having incomplete 
sacs and can therefore sell the few choice slides having complete 
sacs at reasonable cost. For routine teaching, with its attendant 
breakage of slides, it may be more satisfactory to purchase slides 
of the seven-to-eight-nuclcate stage than to make them. Good 
fixation has been obtained with fair regularity with Allen-Bouin 
II and n-butyl alcohol dehydration. 

Lilium represents a type of embryo-sac history that is now 
designated as the Fritillaria type, present in these genera and in 
Tulipa, The so-called normal’^ type, which might better be 
named the ‘^common” type, involves the formation of a quartet 
of megaspores, three of which degenerate, the fourth giving rise to 
the female gametophyte. This type occurs in maize, the 
legumes, tomato, and many other economic plants. The prepara- 
tion of each of these is virtually a research task, and the reader 
who wishes to work on any of these plants should survey the 
literature on the desired plant. 

Lilium is the best subject for making preparations showing 
fertilization. Begin collecting 48 hr. after pollination and make 
collections every 12 hr. Use the killing fluids and methods recom- 
mended for the embryo sac. A series of collections will show 
stages from unfertilized mature embryo sac to young embryos 
(Fig. 24a). 

The Embryo, Seed, and Fruit. — Embryology is usually 
neglected in elementary courses, in part because of the high cost 
of an adequate series of slides. Slides of early stages of embryo 
development are comparatively expensive to make, whereas the 
manufacture of slides of nearly mature embryos is more produc- 
tive. The embryo of lily is large and not difficult to prepare. 
Use species that produce seed, such as Lilium regale, L, ienu- 
ifolium, or L. martagon. Cut the ovaries into disks not over 
2 mm. thick and divide longitudinally into three sectors, each 
sector containing (fne locule. Good fixation of the embryo can 
be obtained consistently with Allen-Bouin II, having the formal- 
dehyde solution reduced to 5%. Section transversely at 15 to 
18 m; the flat developing seeds are in long tiers, and a block yields 
many good sections, all cut longitudinally with the axis of the 
embryo. If six or eight sections are mounted on each slide, most 
of the slides will contain at least one accurately cut embryo. 
The most satisfactory stain is iron hematoxylin with a very light 
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counterstain of fast green, which stains the cell walls of the 
embryo (Fig. 24a). 

Slides of the embryology of corn are not difficult to make. 
The first zygotic division and the first 10 days of development are 
obviously difficult and expensive to prepare. By the tenth to 
twelfth day after pollination the embryo is large enough to make 
sectioning productive. Collect the ears and remove the husk 
carefully, trim away a row of kernels without damaging the 
adjacent row. With a razor blade reach down to the base of an 
undamaged row of kernels, and cut them away close to the cob. 
Separate the kernels from the chaff in a dish of water. Lay a 



Fig. 24. — Embryos: a, Lilium regale, Craf II, 5 months, acetone-xylol; 
6, Zea mays, 14 days after pollination, Craf I, tertiary butyl alcohol; c, Lyco- 
persicum esculentum, 14 days after pollination, Craf I, alcohol-xylol. 


kernel on a sheet of wet blotting paper with the embryo upward 
and trim a longitudinal slice from each side of the kernel. Also 
prepare some kernels for transverse sections by trimming off the 
basal and stylar portion (Fig. 2SJ~L), The latest stage that 
can be cut effectively in paraffin is the late “ dough stage, when 
the kernels are still soft but all embryonic structures are prac- 
tically mature. Excellent preservation is obtainable with Craf I 
or II (Fig. 246). 

Caj) sella bursa-pastoris is another favorite subject for embry- 
ology. The siliques are soft and easy to section. Although the 
seeds lie in the locules at various angles, seeds are so abundant 
that almost every section has complete embryos. Remove the 
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fruits from the inflorescence, and classify them roughly into age 
groups in accordance with their distance from full-blown flowers. 
Process each class in a separate bottle. A sequence of stages in 
embryo development can be built up by sectioning fruits from 
the seveial lots. Trim two sides of the silique to promote 
penetration. The long silique of Matthiola may also be used; 
divide transversely into 2- to 3-mm. lengths for killing, and cut 
microtome sections longitudinally. Use Graf I for either of these 
crucifers. 

Lycopersicum esculentum, the tomato, is a little-known, but 
excellent subject for dicot embryology. Use the small currant 
tomato, seeds of which are obtainable from seed dealers. Slides 
of fertilization and the very young embryo are difficult and time 
consuming to obtain in quantity. Ten days after pollination the 
growing end of the embryo has developed into a sizable sphere 
that can be found in sections with adequate frequency. Collect 
developing fruits of various sizes, slice out a transverse median 
disk of approximately one-third depth of the fruit, and kill in 
Graf I (Fig. 23G). Dehydrate and infiltrate with care; section 
transversely, 10 y for the earlier stages, 15 to 18 m for larger 
embryos (Fig. 24c). As the seed coat of the maturing seed 
hardens, sectioning becomes increasingly difficult. As with other 
seeds, the most important features of organogeny and the initia- 
tion of histogens are evident before the seed coat becomes 
excessively hard. The sectioning of advanced and mature seeds 
is justified mainly for investigations of the structure of the seed 
coat. 

Young fruits are processed in accordance with the methods 
given above for older ovaries. The currant tomato and many 
siliques are small enough even when nearly mature to have com- 
plete sections on a slide. The developing drupe of Prunus 
virginiana is also an excellent subject. To prepare small fruits 
for killing, remove a thin vertical slice from each side of some 
fruits of a lot and from the top and bottom of others, thus furnish- 
ing material for transverse as well as longitudinal sections. Kill 
in FAA for vascular study and in Allen-Bouin II for better fixa- 
tion of the embryo. The presence of brown pigmentation in 
many fruits produces poor contrast with the hematoxylins, but 
safranin-fast green is usually satisfactory. 



SPERMATOPHYTA 


177 


Fruits that are over 1 cm. in diameter must be subdivided and 
pieces selected from the regions that are to be studied. The 
great array of fruits available to the technician present a wide 
range of size, texture, and other properties, from the juicy berry 
to the flinty caryopsis. It is, therefore, quite impossible to offer 
comprehensive recommendations. The worker who ventures to 
prepare fruits and seeds has probably gained sufficient experience 
with easier subjects to adapt to his subject the methods given 
in this manual. 

The mature embryo extracted from the seed and the embryo 
emerging from the germinating seed bring us back again to the 
techniques used for the processing of meristems and young 
vegetative organs, as presented in the first portions of Part II. 



CHAPTER XIX 


THE CONSTRUCTION, USE, AND CARE 
OF THE MICROSCOPE! 

The microscope is probably the most indispensable of the 
instruments used in the biological sciences. The intelligent 
purchase and effective utilization of a microscope require an 
understanding of at least the elements of its optical and mechani- 
cal construction. It is an expensive instrument, built to the 
highest standards of precision and having possibilities of per- 
formance that are not fully utilized by many users. Although 
having some structural features that are delicate or even fragile, 
the microscope has adequate durability to give many years of 
useful service. 

The function of a microscope is to produce an enlarg(id image 
of an object. This is accomplished by the use of a system of 
lenses. A lens may be defined as a transparent body having at 
least one curved surface. A simple lens, consisting of one piece 
of glass, may be used to illustrate how a lens produces an enlarged 
image by bending or refracting light. A ray of light coming from 
the object enters the upper portion of the curved face of a lens 
and is bent downward. Similarly, a ray entering the lower 
portion of the lens is bent upward. The rays which pass through 
the lens converge and then continue as a diverging cone. If a 
sheet of paper or ground glass is placed to intercept the rays 
which pass through the lens, an enlarged image of the object is 
produced on the screen. A photographic plate can be placed 
in the cone of light and a photographic image obtained. A hand 
lens or the lens on a simple disvsecting microscope produces an 
image on a screen in this manner (Fig. 25A). The objective or 
lower lens of a microscope consists of two to nine lenses which 
act as a unit to produce an image as described above. There are 

^ By courtesy of the Bausch & Lomb Optical Company and the Spencer 
Lens Company, valuable suggestions for Chaps, XIX and XX have been 
made by members of their staffs. The author has drawn freely on the 
catalogues and service leaflets of the leading optical manufacturers, 
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certain limitations on the magnification and quality of image 
obtainable with the objective alone, and, in fact, microscope 
objectives are seldom used alone. The ‘‘primary” image 
produced by the objective is intercepted and magnified, and 
improved in quality by an eyepiece. The eyepiece or ocular 
consists of two or more lenses working as a unit and having a 
fixed magnification. If a ground-glass screen, a sheet of paper, 
or a photographic plate is placed at any plane above the eyepoint 
of the ocular, an image is produced (Fig. 2hB). Note that the 
primary image is inverted and the projected image is erect. 



Projecfed 

image 


Fig. 25. — Formation of projected images by the microscope: A, simple micro- 
scope; J?, compound microscope. ^ 

With a given objective and ocular, the size of the image varies 
with the distance of the screen from the ocular. If the screen is 
placed approximately 10 in. (254 mm.) from the eyepoint, the size 
of the image will be approximately equal to the product of the 
designated magnifications of the objective and ocular. Thus, an 
objective having a designated magnification of 10 X, used with a 
10 X ocular, gives a total magnification of approximately 100 X. 
Exact values must be determined by micrometry. 

The foregoing discussion does not take into account the opera- 
tion of the human eye working in conjunction with the micro- 

^ The illustrations in this chapter are highly diagrammatic and simplified 
and are intended only to show the approximate relative positions of optical 
elements and images. 
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scope. However, most microscopic work is done by direct visual 
observation with the eye held at the eyepoint of the ocular. Let 
us turn for a moment to a consideration of the eye as an optical 
instrument. The lens of the eye operates as a simple lens, and 
the curved retina is the receptive surface on which the image is 
formed. If an object is held at a given distance in front of the 
eye an inverted image of definite size is produced on the retina. 



A 



Virtual image 

Fig. 26. — A, formation of images by the eye showing relative size of retinal 
image in relation to visual angle; retinal and virtual images obtained with a 
compound microscope. 

If a larger object is substituted at the same distance, or if the 
original object is moved closer to the eye, the visual angle j or the 
angle of the cone of rays between the object and the eye, is 
increased, the size of the retinal image is increased, and the object 
appears to be larger.” In Fig. 26A compare the two objects 
shown in solid and dotted lines, respectively, their respective 
visual angles Fai, ya 2 , and the retinal images Rii, RU. 



CONSTRUCTION, USE, AND CARE OF MICROSCOPE 181 

When the eye is held at the eyepoint of the microscope, it 
intercepts the image-forming cone which has a definite angle 
established by the microscope, and a retinal image of definite 
size is produced (Fig. 26B). The observer sees a magnified 
^^virtuar^ image, which appears to be near the level of the micro- 
scope stage, approximately 10 in. from the eye. The retinal 
image is erect, the virtual image is inverted, and the direction of 
motion of the object is reversed. The apparent size of the virtual 
image is the same as if the observer viewed the projected image on 
a screen 10 in. from the ocular. As a specific case of magnification, 
let us view an object 0.1 mm. long with a 100 X microscope; this 
produces a retinal image of the same size and the same '^impres- 
sion of magnitude’’ as if we looked at the 10-mm. image projected 
by the same microscope on a screen 254 mm. from the eyc^piece. 

PROPERTIES OF OBJECTIVES 

Magnification. — The most obvious property of objectives is 
magnification, which is a fixed value under the conditions out- 
lined in a preceding paragraph. The objective magnifications 
used most commonly on standard monobjective microscopes 
range from 3.2 X to 100 X. Magnifications below this range are 
used on paired-objective prism binocular dissecting microscopes. 
Objectives above 100 X have rather limited uses. The con- 
ventional low-power objective is 10 X. The lower powers, from 
3.2 X to 6X, are not fully appreciated and deserve more serious 
consideration. 

Working Distance. — Free working distance is the distance 
between the objective and the cover glass, using a cover glass 
0.18 mm. in thickness. The catalogues of the manufac- 
turers give the working distances of their objectives. A few 
selected illustrations show the relation between magnification and 
working distance: 10 X, 7.0 mm.; 43 X, 0.6 mm.; 45 X, 0.3 mm.; 
95 X, 0.13 ipm. It is obvious that for an elementary class the 
most desirable high-power objective has a magnification in the 
forties and the longest available working distance. Objectives 
of high magnification and short Ayorking distance must be used 
with care to avoid damaging the front lens and the slides. 

Focal Length. — If a beam of parallel rays is projected through 
a simple lens, the rays converge at a point. The distance from 
this point to the optical center of the lens is the focal length. 
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In an objective consisting of several components, the situation is 
somewhat more complex, and a different value is used. The 
manufacturers engrave on the mountings and list in the cata- 
logues a value known as the equivalent focus.^^ This value 
should not be confused with working distance. The equivalent 
focus decreases as the magnification increases. The experienced 
worker is in the habit of speaking of an objective as a ^^4-mm. 
objective,^' for instance. For class use it is much better to speak 
in terms of magnification, which in a certain 4-mm. objective is 
43 X. In the past the manufacturers have paid undue attention 
to the equivalent focus, computing their objectives so that the 
equivalent focus is an even number, and a series of objectives will 
have the equivalent focus in the orderly progression 16, 8, 4, 
2 mm., etc. A magnification may turn out to be some awkward 
fractional number like 3.2 or 5.1. A more practical series would 
be a sequence of magnifications such as 3, 5, 10, 20, 40, 60, etc. 
There is a trend toward the use of the latter system. 

Depth of Focus. — A minute body or a very thin section has 
thickness or depth. If a deep cell is being viewed with a lOX 
objective and the lens is focused on the upper wall of the cell, 
the bottom wall may also be in focus. If a 45X objective is 
focused on the top wall, the bottom wall may be completely 
out of focus and practically invisible; if the lens is focused on 
the bottom wall, the top wall becomes obscured. The vertical 
extent of the zone of sharp focus is known as the depth of focus. 
Depth of focus decreases as the magnification increases, although 
magnification is not in itself the determining factor. There are 
mathematical limits to the depth of view encompassed by a 
given objective. Magnification and other factors being equal, 
objectives of the several manufacturers have the same depth 
of focus. 

Resolving Power. — Resolving power is that property of a 
lens which makes possible the recognition, as distinctly separated 
bodies, of objects that are exceedingly close together. The 
simplest illustration of resolving power is the visibility of double 
stars. Although the two stars may be separated by vast dis- 
tances, the visual angle reaching the eye is very small, and the 
stars appear to be close together. Many individuals can see 
but one star; other persons, whose eyes have better resolving 
power, can see the two stars distinctly. Applying this principle 
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to the microscope, a lens of poor resolving power will show a 
slender chromosome as a single thread,, whereas a lens of good 
resolving power will show the chromosome as two interwound 
threads. The question to ask concerning an objective is not 
^^how small a thing can you see?^^ but ^^what is the minimal 
separation between two objects that the lens can resolve?” 

The mathematical derivation of the formula for determining 
resolving power can be found in textbooks of optics or physics. 
The formula contains the following factors: 

n — the lowest index of refraction in the path of the rays, i.e., 
the index of refraction of water, glass, air, cedar oil, 
balsam, etc. 

u — half of the angle made by the effective cone of rays enter- 
ing the objective. This value can be obtained from a 
table in Gage (1936) or from the manufacturers. 

N.A. = numerical aperture, a number that is indicative of rela- 
tive resolving power. 

The formula is 


N,A. = n • sin 

I 

The value of the numerical aperture is engraved on most 
modern objectives and is given in the catalogues of the manu- 
facturers. This number is 0.25 in a lOX objective, for example, 
and increases through progressively higher magnification, attain- 
ing the value 1.4 in an expensive 90 X objective. 

Knowing the numerical aperture, we can make a simple compu- 
tation and arrive at a tangible value of resolving power. Assume 
that we are using an objective of N.A. 1.0 and using light having 
a wave length, in round numbers, of 0.0005 mm. The formula 
is 


X ( = wave length) 

2^:a, 


0.0005 

2 


= 0.00025 mm. 


This means that if two bacteria or two chromomeres on a chromo- 
some are separated by a space of 0.00025 mm., they can be seen 
as two distinct bodies. As the numerical aperture increases, the 
resolving power increases, the working distance and depth of 
focus decrease, and the cost increases. 
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The practicable upper limit of N.A. 0.95 is obtainable with 
‘^dry” lenses, used with an air space between the objective and 
the cover glass. In order to increase the numerical aperture, a 
liquid having an index of refraction greaifcer than air must be 
interposed between the objective and the slide. Cedar oil has 
an index of refraction approximating that of glass, and rays of 
light passing from the slide through the oil and into the lens do 
not undergo bending. This permits an increase in the angle 
of the cone of light entering the lens, an increase of angular 
aperture, and a consequent increase of numerical aperture in 
accordance with the formula given previously. An N.A. of 
1.10 can be obtained with a water immersion lens, and N.A. 1.40 
using cedar oil. 

Optical Corrections. — The foregoing discussion of the proper- 
ties of objectives does not take into account the quality of the 
image produced. A simple lens produces a decidedly imperfect 
image. Rays of white light which enter the lens are broken up 
to some extent into a band of colors, a spectrum. These colors 
are not brought to a focus at a common point; blue is converged 
at a point closer to the lens than is red. Consequently, the 
colors of the object are not reproduced accurately, and a color 
fringe or rainbow’^ is visible along the boundaries of objects 
in the microscopic image. This is known as chromatic aberration. 

Spherical aberration is a defect that produces poor definition 
in the center of the field. This defect is aggravated by a cover 
glass that is not within the maximum thickness range of 0.15-0.21 
mm. Image quality is also impaired by variation from the 
standard tube length of 160 or 170 mm. designated by the manu- 
facturer. Certain objectives have an adjustable correction collar 
on the objective mount, calibrated for variations in cover-glass 
thickness. 

Curvature of the field is another structural defect in the 
microscopic image. If the center of the field of view is in sharp 
focus, the margins may be out of focus. With some objectives, 
the image may be distinctly dome-shaped. The degree to which 
objectives are corrected for the above color and structural 
defects of the image will be indicated in the discussion of the 
optical categories in which objectives are classified. 

Parfocalization. — Two or more objectives are parfocal with 
each other when it is possible to focus one objective on an 
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object, turn to the next objective without focusing, and see the 
object in more or less sharp focus. This feature is extremely 
important with large classes of elementary students. If the 
conventional 10 X low power and the 40 to 45 X high power are 
not parfocal, the student must refocus with the latter lens, which 
has a short working distance, small field, and shallow depth of 
focus. Excessive breakage of slides and scratching of objectives 
occur if the objectives are not parfocal. The adjustment of 
the old-style objectives should be left to the manufacturers or 
to a skilled instrument mechanic. The new Bausch and Lomb 
objectives have an internal adjustment, with which the student 
cannot tamper but which can be easily adjusted with a special 
wrench. 

Dry objectives between 10 X and GOX can be made parfocal 
in any combination. The older 4 to 5X objectives cannot be so 
adjusted, but the Spencer Lens Company now makes a 3.5 and 
a 5.1 X objective, and Bausch and Lomb makes a 3.2 and a 6X 
objective which can be made parfocal with the 10 X, and par- 
focal within a quarter turn of the fine adjustment for the 43 X. 
With a combination of 3.2, 10, and 43 X objectives students 
should be taught to change magnification up or down in that 
sequence, thereby minimizing damage to slides and lenses. 

TYPES OF OBJECTIVES 

Achromatic Objectives, — These are in the lowest price class 
and are used on classroom microscopes and for routine work in 
research. In these objectives chromatic aberration is corrected 
for two colors and spherical aberration for one color. Achromatic 
objectives have undergone relatively greater improvement in 
recent years than have other types. 

Fluorite Objectives. — In these objectives the mineral fluorite 
is used in conjunction with special optical glasses. The correc- 
tions are of a higher order than those of the achromatic series. 
Fluorite objectives are particularly useful for photomicrography 
by virtue of excellent color correction. They are available only 
in magnifications over 40 X. 

Apochromatic Objectives.— These objectives have chromatic 
aberration corrected for three colors and spherical correction for 
two colors, affording brilliant images, presented in their true 
colors and without distortion of shape. The highly actinic 
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violet rays are brought to the same focus as the longer visual 
rays, making these objectives highly desirable for photography. 
Apochromatic objectives are expensive because of their complex 
construction and the scarcity of suitable fluorite. 


OCULARS (EYEPIECES) 

Oculars have distinctive optical characteristics that must be 
understood in order to use the correct ocular, and the correct 
combination of ocular and objective under specific conditions. 
An ocular has a definite equivalent focal length. This value 
may be obtained from the catalogues, but a more useful designa- 
tion, which is engraved on modern oculars, is the magnification 
value. The best-known ocular magnifications range from 4 to 
SOX. For routine work and for classwork 10 X is the most 
satisfactory magnification. The lower magnifications are likely 
to have marked curvature of the image; the higher magnific^ations 
cause increasingly greater eyestrain, which is very pronounced 
with the SOX. Furthermore, there is an upper limit, beyond 
which the ocular produces only empty magnification,^’ with 
no gain in the revealing of detail and with the possibility of a 
severe headache. 

The maximum effective ocular magnification, which may be 
used with a given objective, can be computed easily. Assume 
that a 4SX objective of N.A. 0.65 is being used; the formula is 

1,000 {N.A. of objective) __ (1000) (0.65) 

Magnification of objective 4S 

= 15 X, the approximate maximum ocular magnification. 

It is evident that with a microscope on which the 43 X objective 
is the highest power used, an ocular magnification of over 15 X 
is of no value with respect to resolving power but of possible 
value for counting or drawing by projection. This simple calcu- 
lation will enable a purchaser to specify the most useful lens 
combinations. Modern oculars are parfocal, making it possible 
to interchange oculars of different magnifications without requir- 
ing much change of focus. 

Optical Categories of Oculars. — Huygenian oculars are of 
comparatively simple two-lens construction. They are designed 
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for use with achromatic objectives and yield inferior images 
with apochromatic objectives. 

Compensating oculars are designed to correct certain residual 
aberrations inherent in apochromatic objectives. It is, there- 
fore, imperative to use compensating oculars with apochromatic 
objectives, and oculars and objectives must be of the same make. 
These oculars may be used with achromatic and fluorite objec- 
tives having magnification over 40 X . 

Flat-field oculars are of the noncompensating type and yield 
images in which curvature has been considerably reduced. 
These oculars have various trade names, Hyperplane and Plana- 
scopic being the best-known names. A serious objection to some 
oculars of this type is that the eye must be held rigidly at a 
restricted eye position; the slightest lateral motion of the head 
cuts off part of the field. Prolonged use produces marked 
fatigue. 

Wide-field oculars (noncompensating) have an exceptionally 
wide field and good connection for curvature but may have a 
restricted eye position as in the fiat-field type. This objection 
may be raised concerning high-eyepoint oculars, which are 
designed to permit the use of spectacles by the observer. 

Workers who must use spectacles with low-eyepoint oculars 
find that the lenses of the spectacles and oculars become scratched 
after some use. A simple remedy is to paste a narrow ring of 
felt over each ocular. This permits the user to press his glasses 
against the ocular and to utilize the full field, without damage 
to the glasses or the ocular even after years of use. 

ILLUMINATION 

The most common method of illuminating a slide or other 
transparent object is by transmitted light. The light is pro- 
jected through the hole in the stage and passes through the prep- 
aration. The simplest device for projecting light through the 
specimen is a concave mirror under the stage, designed to focus 
a converging cone of rays at the level of the specimen. Regard- 
less of the character of the light source, whether daylight or 
artificial light, the carved mirror should be used if the microscope 
has no condensing lenses under the stage. The intensity of the 
illumination is controlled either by an iris diaphragm, or by 
a rotating disk having a series of holes of different sizes. 
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Microscopes that are used for advanced work are usually 
equipped with a condenser. A condenser is a system of two or 
more lenses under the stage, designed to receive a beam of parallel 
rays from a flat mirror or a prism and to converge the light at 
a point above the surface of the stage. This point is much more 
critical than that produced by a curved mirror, therefore, a con^ 
denser is provided with vertical adjustment, permitting accurate 
adjustment of the focarpoint to the correct level in the specimen. 

The simplest type of condenser, known as the ^^Abbe con- 
denser,^^ consists of two lenses. Although Abbe condensers are 
not corrected for color or curvature, they are adequate for class- 
work and for much of the routine work in research. The N.A. 
is 1.20 or 1.25. The upper lens may be unscrewed, the lower 
lens making a long focus condenser of N.A. 0.30, suitable for us(i 
with objectives of 10 X (N.A. 0.25) or less. A three-lens con- 
denser having an aperture of 1.40, but with little improvement 
in corrections, is available for use with objectives having an N.A. 
greater than 1.25. The two upper lenses are removable, giving 

N. A. 0.70 and 0.40. 

Aplanatic and achromatic condensers consisting of three to 
six lenses are made by several manufacturers. These condensers 
have excellent corrections for color and curvature. The elements 
arc separable, affording combinations with N.A. ranging from 

O. 40 to the full 1.30 or 1.40 of the complete condenser. 

The resolving power inherent in an objective can be utilized 
only if the illuminating system has a numerical aperture equal 
to that of the objective. A curved mirror has an approximate 

N. A. of 0.25; therefore, a mirror will nearly meet the aperture 
requirements of a 10 X (16-mm.) objective. Microscopes having 
objectives of over N.A. 0.25 should be equipped with a condenser, 
provided that the users are sufficiently skilled to use the con- 
denser properly. An improperly adjusted condenser is worse 
than having no condenser; therefore, some teachers prefer not 
to have condensers for large elementary classes in which thorough 
training in microscopy and close supervision are difficult. 

The conventional high-power objective on elementary class 
microscopes is a 4-mm. objective, 43 X or 44 X, N.A. 0.65 or 

O. 66. Many thousand instruments of this type are in use, 
equipped with an Abbe condenser of N.A. 1.20 or 1.25. If 
this condenser is not focused accurately it is a handicap, further- 
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more it does not cover the field of a 3X or a 4X objective/ 
Removal of the condenser or of its upper element is a most unde- 
sirable practice in large classes of beginners. It is unfortunate 
that the manufacturers do not provide as a standard item a 
compromise condenser of approximately N.A. 0.60 for this large 
and important market. However, the 1.40 Abbe condenser can 
be purchased without the upper element; the two lower elements, 
having a value of N.A. 0.70, comprise a unit meeting the optical 
and practical requirements of classroom microscopes having the 
above objectives. 

A maximum N.A. of 1.00 can be obtained with a condenser 
if the condenser lens and the slide are separated by a layer of air. 
Obviously, an oil-immersion objective of N.A. 1.30 is not yield- 
ing maximum performance unless the condenser, as well as the 
objective, is connected to the slide with cedar oil. Research 
workers who wish to obtain maximum resolving power make a 
routine practice of immersing the condenser. There are some 
practical objections to insisting on this practice for classwork. 

Dark-field illumination is a neglected, but useful method of 
observation. In this method the light that reaches the eye from 
tfie object has not passed through the object but was reflected 
from the surface of the object. None of the light from the 
illuminant reaches the eye directly. The object thus appears to 
be self-luminous against a black background. Illumination of 
the object is obtained by either a standard condenser provided 
with an adapter or by means of a special dark-field condenser. 

The simplest form of adapter consists of a wheel-shaped metal 
disk inserted into the slot below the condenser, thus cutting off 
the central rays of light and illuminating the object with the 
oblique marginal rays. A more effective adapter is a unit that 
replaces the upper element of the Abbe condenser. 

The much more expensive dark-field condensers are of two 
principal types. Refracting condensers provide an oblique cone 
of light by refraction through the marginal regions of the con- 
denser lenses; a disk below the central region of the condenser 
shuts out light from that portion. Reflecting condensers produce 
an oblique cone by total reflection from internal surfaces of the 
condenser lenses. Diagrams and descriptions of the various 
types of condensers can be found in the catalogues. 
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Dark-field illumination is recommended for the study of 
filamentous or unicellular algae and fungi, and for thin sheets 
of tissues of higher plants. The cytoplasmic strands and 
nuclei of Spirogyra and cytoplasmic streaming in leaves of 
Elodea and filaments of Rhizopus make striking and instructive 
demonstrations. 


MECHANICAL OPERATION 

A microscope usually has a set of two to four objectives per- 
manently installed on a revolving nosepiece. The objectives are 
centered and parfocalizcd, each screwed into its designated open- 
ing in the nosepiece. The older iiosepieces have adjustable stops 
for lateral centering of individual objectives. Improvements in 
manufacturing methods have made possible the quantity pro- 
duction of noscpieces of such precision that no adjustments for 
centering and parfocalization are required on the nosepiece. 
After a set of objectives has been parfocalizcd on a nosepiece by 
the internal adjustment in each objective, the objectives may be 
freely intcix^hanged in the several openings. However, the 
removal of objectives should be strictly forbidden in the classroom. 

The body tube of the microscope on which the objectives and 
ocular arc mounted is moved up and down by two mechanisms, a 
coarse adjustment which produces rapid displacement, and a fine 
adjustment which moves the body tube very slowly. The coarse 
adjustment is a(;iuat(id ])y a rack and pinion. This device is 
practically identical in the several leading makes. The tightness 
of the action can be adjusted easily by tightening or loosening 
the split bearing block against the pinion shaft by means of the 
readily accessible screws. In the Zeiss instrument the action is 
tightened by grasping the pinion heads firmly and screwing them 
toward each other. 

The fine-adjustment mechanism differs radically in the different 
makes. One type employs a gcar-and-sector device in which 
only a few gear teeth are in contact. This action, though very 
smooth and responsive, is rather delicate and easily damaged. 
The most rugged type is actuated by a split nut which has 
numerous threads in permanent contact with a worm gear. 
Although the threads are almost impossible to strip, this action 
has excellent responsiveness. Details of construction of the 
various makes may be obtained from the illustrations and 
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description in the catalogues. The repair of fine-adjustment 
actions should be entrusted only to the manufacturer. 

The normal procedure in using the microscope is to locate the 
object with a low-power objective and then turn to the next 
higher power. Objectives of 10 X or less are the most satis- 
factory finder’’ lenses because of their large field of view, con- 
siderable depth of focus, and long working distance. Microscopes 
for elementary work should be equippc^l with a safety stop on the 
body tube which prevents contact betwe^en the slide and the low- 
povfer lens. With an objective of 10 X or less in position it is 
safe to rack the body tube down until it is stopped by the safety 
stop. With the body tube in this position look into the ocular 
and manipulate the mirror until the field of view is uniformly 
illuminated. Move the body tube upward with the coarse 
adjustment until the image is visible, then bring the image into 
sharp focus with the fine adjustment. Search the scadion by 
moving the slide, using the fine adjustiinait freely to bring into 
sharp focus structural features at diffenait d(‘pths in the specimen. 

When it is necessary to turn to a higlu'r magiufi(‘ation, center 
the desired striu^ture in the field of view and bring it into sharp 
focus. Without changing the focus, turn tln^ ol)j(M*-tivo of next 
higher magnification into position. A properly parfocalized 
^^dry” objective has ample clearance. The image should now be 
visible, and it should require not more than a quarter turn of 
the fine adjustment to bring the image into sharp focus. 

The safety stop provided on the barrel does not prevent press- 
ing the high-power objective upon the slide. Therefore, the high- 
power objective should never be used for locating the object. If 
an objective of 3 to 5X is used, do not change from this low 
magnification to 43 X , but go progressiv(4y up through the range 
of magnifications. Similarly, go down the range progressively. 
The manufacturers can furnish safety stops for installation on the 
tubes of older micros(;opes. 

Some teachei’s prefer to have the objectives adjusted so that 
when the object is located with the low power, and the high-power 
objective is swung into position, a slight upward movement 
brings the object into sharp focus. The objection to this 
arrangement is that, if the user inadvertently moves the body 
tube downward, he is moving it farther out of focus and may not 
stop until the slide is smashed. As an alternative arrangement 
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the high-power objective may be parfocalized so that, when it is 
swung into position, the image is visible and a slight downward 
movement brings it into sharper focus. An accidental movement 
in the wrong direction, upward, will then do no harm. Students 
should be told firmly that there is no excuse for turning a fine- 
adjustment knob more than a half revolution in either direction. 
On the best modern microscopes very little pressure is exerted 
on the slide when the body tube is lowered upon it with the fine 
adjustment. 

After the object has been located and focused sharply, adjust 
the position of the condenser until the field of view is uniformly 
illuminated. Partly closing the substage diaphragm increases 
the depth of focus and sharpens the contrast, but at some 
sacrifice of resolving power. If a change is now made to another 
objective, the condenser must be refocused. For routine visual 
work moderate the intensity of light by means of ground daylight 
glass. For the most critical work, use the system of illumination 
described in the chapter on photomicrography, and use Wratten 
color filters and neutral-tint moderating filters. 

The povsition of the microscope in use depends to some extent 
on the height of the available table and chair in relation to the 

physical build of the user. Hard 
and fast rules of posture are ridic- 
ulous in a classroom having tables 
and chairs of fixed, uniform height, 
and students of diverse build. A 
very short person should certainly 
tilt the microscope for most work. 
However, if a fluid mount is used on 
a tilted stage, disturbing currents are 
likely to be set up in the liquid, and 
the liquid might drain into the dia- 
phragm; therefore, it is advisable to 
use wet preparations on a horizontal stage. To forestall the 
progressive trend of weary students toward a reclining position, a 
hinge stop can be installed on modern microscopes, preventing 
tilting beyond 30® (Fig. 27). 

MICROMETRY 

The measurement of minute objects by means of the microscope 
is an interesting and, valuable feature of microscopic study. 



Fig. 27. — Hinge stop for elass- 
room microscope. 
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Although tho procedure is simple and rapid, the method does not 
receive adequate attention in teaching. The simplest form of 
measuring device is an eyepiece micrometer, a disk of glass having 
an engraved scale, a scries of accurately spaced lines. The spaces 
do not have a standard value, and each disk must be calibrated 
for each given ocular and set of objectives. Place the disk upon 
the metal diaphragm in the ocular. If the diaphragm is in the 
correct position, the lines on the disk will be in sharp focus. 
Occasionally, these diaphragms become displaced, but they can 
be pushed back and forth with a softwood stick until the eyepiece 
micrometer is in focus. 

The stage micrometer with which the calibration is made is 
a slide bearing an engraved scale with known values, usually in 

Stage micrometer scale OJm m. 0.01 mm 

mu 

I I I 1 Eyepiece scale I 

r<- 50 divisions *>{ 

=0.68 mm. ' 

Fig. 28. — Calibration an eyepiece micrometer disk and measurement of a 

minute object. 

tenths and hundredths of a millimeter, but scales in hundredths 
of an inch are obtainable. When the stage micrometer is brought 
into focus, the scale of the eyepiece will be seen superimposed 
on the scale of the stage micrometer. Shift the stage micrometer 
and revolve the ocular until the two scales are in such position 
that the values may be compared. A specific case using a 43 X 
objective and a lOX ocular is shown in Fig. 28. It will be seen 
that the 50 small divisions of the ocular scale are equivalent to 
6.8 large divisions (0.68 mm.) or 68 small divisions (0.68 mm.) 
of the stage micrometer scale. The computation is: 

50 eyepiece divisions = 0.68 mm. 

1 eyepiece division = 0.0136 mm. = 13.6 microns (m) 

The large curved spore being measured at this magnification 
occupies one space on the ocular scale, and is 13.6 m long. 

MICROPROJECTION 

The discussion of image formation showed that an image is 
produced if an intercepting screen is placed above the eyepoint of 



194 


SPECIFIC METHODS 


the ocular. With a .sufficiently darkened room, a brilliant light 
source such as an arc lamp, and a good screen, an acceptable 
image can be obtained with the highest powers of the microscope. 
However, the most satisfactory results are usually at low and 
moderate magnifications. An image can be projected on drawing 
paper and a diagrammatic or detailed drawing made with con- 
siderable accuracy. Calibrations must be made for each lens 
combination and projection distance. This is done by projecting 
the image of a stages micrometer on the screen, measuring this 
image with an accurate ruler, and comj)uting the magnification. 

The catalogues and services leaflets of the manufacturers 
furnish detailed descriptions of a wide range of types and price 
classes of microprojectors. 

TYPES OF MICROSCOPES 

In the foregoing discussion of the elements of microscopy, the 
various types and makes of microscopes were not specifically 
discussed. A simple microscope’^ is one that uses only one lens 
unit to magnify the obj(H;t. The lens unit may be a single lens; 
a pair of lenses in fix(^d relation to each other comprise a dou- 
blet” ; a ^H^riplet” consists of three lenses in a mounting. The 
most useful magnifi(‘ations ranges from G to 1 2 X . Magnifications 
up to 20 X are available, but, as the magnification increases, the 
size of the field and the working distan(‘-e decrease. 

A “compound” microscope is one in which a lens unit, the 
objective, produces a magnified image, which is in turn magnified 
by a second lens unit, the ocular. By far the most common type 
of compound microscope employs one objective and one ocular 
in working position at one time. This is known as a “monocular 
monobjective” microscope. This type is durable, has a wide 
range of usefulness, and permits full use of the performance 
capacities of the optical system. The principal objection is that 
the user employs one eye at a time, and the tendency to use one 
eye more than the other causes excessive eyestrain and fatigue. 

A binocular monobjective microscope uses a matched pair of 
oculars with a single objective. A system of prisms in the 
binocular body tube splits the beam coming from the objective 
and produces two images of identical magnification and intensity/ 
The use of both eyes diminishes eyestrain and fatigue, and there 
is an impression of dc^pth and perspective to the visual image, 
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The ocular tubes of the binocular body are parallel in the majority 
of the principal makes. The tubes converge at an angle in the 
standard Spencer binocular, but this firm will furnish parallel 
tubes. Convergent tubes present the image to the eye as if the 
image were at ordinary reading distance. When using parallel 
tubes the eyes are relaxed, as in looking at an object at a con- 
siderable distance. There is no doubt that some microscopists 
can use only one or the other of these two types of binocular with 
comfort, whereas other workers can use either type effectively. 
The binocular body has adjustments for separating the ocular 
tubes for the interpiipillary distance of the observer. One 
ocular tube has a vertical adjustment for correcting slight differ- 
ences of focus of the two eyes. To make this adjustment, select 
a minute structure in the specimen, close the eye over the adjust- 
able tube and focus on the object with the fixed tube. Now close 
the eye over the fixed tube and bring the image into sharp focus 
in the adjustable tube by manipulating the focusing device on 
this tube. 

In spite of these adjustments on the binocular body some 
workers do not seem to be able to use the binocular microscope 
with comfort. A possible remedy is to use accessory eyepiece 
lenses. An optician can make a pair of circular lenses of the same 
diameter as the ocular tube and ground to the formula of the 
observer's eyeglasses. Mount each lens in a brass or aluminum 
tube which can be slipped over the ocular tube, adjusted to rest 
at the eyepoint of the ocular, and rotated to correct position. 

The quality of the image obtained with binocular bodies is 
equal to that obtained with the single tube. In some supple- 
mentary binocular bodies that are designed to be placed upon 
older monocular microscopes, the tube length is obviously 
increased by the superimposed binocular body. A reducing lens 
system must therefore be used to bring the magnification back 
to the standard designated value. The most modern and in 
many ways most desirable binocular body has the eyepiece tubes 
inclined. This permits the head to be held in a comfortable 
position and greatly reduces fatigue. “Inclinocular’^ bodies use 
a correction lens to reduce the magnification to that obtained 
with a standard single tube. 

An important category of binocular microscopes utilizes 
matched pairs of objectives. This type is customarily known as 
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the dissecting binocular, but in view of the extension of their 
range of usefulness well beyond the limits of dissecting work they 
may well be designated as ^Hwin objective binoculars/^ These 
instruments show true perspective and depth. The image is 
erect, thus facilitating dissection, isolation, and other manipula- 
tions of the object. The practical range of total magnifications 
is from 10 to 150 X. Two or more pairs of parfocal objectives 
can be installed on a nosepiece of either the revolving or sliding 
shuttle type. In one Spencer model a set of objectives may be 
permanently installed on the objective changer, a desirable 
arrangement for class use. For research work, each pair of 
objectives may be obtained in a removable mounting, readily 
interchangeable on an objective changer, which, in the several 
makes is either a rotating drum, a rotating disk, or a sliding 
shuttle. 

Several categories of noncompensating oculars are available 
for twin-objective binoculars. The standard Huygenian type is 
the least expensive and probably the most satisfactory for class- 
work. Wide-held oculars are well worth the greater cost. Two 
manufacturers produce a good junior wide-field^^ ocular, inter- 
mediate in cost and performance between Huygenian and wide- 
held oculars. High eyepoint oculars are also available, but they 
require that the eyes must be held at restricted eye position, 
making these oculars objectionable to some workers. 

The Spencer monobjective erecting prism microscope repre- 
sents a type of instrument that deserves a fair trial. This is a 
monocular microscope, having a prism within a compact body on 
the same frame and focusing action as a dissecting binocular. A 
special series of objectives or any standard objective may be used. 
This instrument seems to be adapted to dissection and isolation 
work in which it is desirable to follow transfers of material with 
one eye, while the other eye is kept at the ocular. 

This chapter would be incomplete without a few words con- 
cerning the durability and ^Tife span^^ of the microscope. It 
must be obvious that the period of service obtainable from a well- 
constructed microscope depends upon the skill and care with 
which it is used, the amount of use, and certain environmental 
conditions, such as atmospheric conditions, extremes of tempera- 
ture, and corrosive chemical fumes. An outstanding illustration 
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of durability is afforded by an occasional microscope that seems 
to be in excellent mechanical and optical condition after 30 years 
of continuous research service. On the other hand, a classroom 
instrument may be in poor condition after 10 years of use. Seri- 
ous scratching and corrovsion become evident first on the 4-mm. dry 
objective, the oil-immersion objective, and on oculars, especially 
the type having a raised eye lens. The lower power objectives 
should show no contact wear or corrosion, especially if the 
instrument has a safety stop on the body tube. Examination of 
large numbers of class microscopes has shown that the serviceable 
period of a microscope is approximately 20 years. Replacement 
of the ocular and high-power objectives after 15 years is a good 
investment which may extend the life of the microscope for 
another 15 years. Periodic mechanical overhauling and refinish- 
ing of metal parts should be done by a competent fine-instrument 
mechanic. Major repairs and lens work should be entrusted only 
to the manufacturer. Considering the first investment, the low 
cost of upkeep, the large trade-in allowances, and the many 
generations of students served during a normal life span of a 
microscope, this instrument is the least expensive item of labora- 
tory equipment. 

The foregoing brief discussion of the principal types of micro- 
scopes and of the essential optical and mechanical features can 
be supplemented by a study of the well-illustrated descriptive 
cataloguesmf the leading manufacturers. Details of construction 
of specific models are available in leaflets provided by the 
manufacturers. 

The leading manufacturers of microscopes are as follows: 

Bausch & Lomb Optical Company, Rochester, N.Y. 

Spencer Lens Company, Buffalo, N.Y. 

Ernst Leitz, Wetzlar, Germany. The American representative is E. 
Leitz, Inc., New York, N.Y. 

Carl Zeiss, Jena, Germany. The American dealer is Carl Zeiss, Inc., 
New York, N.Y. 

The Reichert microscope, made in Vienna, is still popular in the 
eastern medical schools. The Watson, Baker, Beck, and other 
British instruments are used in Canada. The French and Italian 
microscopes are almost unknown outside of those countries and 
their possessions. 
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The belief in the superiority of the continental European optics 
may have been well founded 40 years ago but is no longer a prime 
factor in purchasing an instrument. A choice among the better- 
known makes is now largely a matter of personal preference. 
The prospective purchaser should examine and, if possible, use 
various models, basing his preference on mechanical and optical 
features and specifications that meet his needs. 
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PHOTOMICROGRAPHY 

The use of photomicrographs for illustrations in teaching and 
research has become a firmly established practice. A choice 
between drawings and photomicrographs or other graphic 
methods of illustration should be based on an understanding of 
the limitations and possibilities inherent in different methods 
and the method of reproduction to be used. A drawing may be 
said to expound and explain the subject; a good photograph is an 
accurate, impersonal reproduction of the subject, A drawing 
may be a routine record of rather obvious structures, or it may 
represent the interpretations of the microscopist, either in full 
detail or in idealized, semidiagrammatic form. The routine type 
can be made by an artist; the interpretation drawing can be made 
only by the investigator sitting at his microscope. Photographs 
have similar characteristics and range from mere routine to the 
most critical probing of structural details. 

Instead of arguing the relative merits of drawings and photo- 
graphs, the experienced and versatile worker simply decides which 
method will best serve a specific need and uses such talent as he 
has or can hire, A few simple examples will illustrate the 
criteria by which a choice can be made between methods of 
scientific illustration. A cross section of a corn stem, or the corn 
embryo in Fig. 24 contains several thousand cells. To make a 
drawing which would purport to be an accurate cell-for-cell 
representation would be an almost incredibly laborious task (for 
someone else to do). A photomicrograph of such subjects repro- 
duces with acceptable accuracy the number, distribution, shapes, 
and sizes of the numerous cells and, furthermore, reproduces 
texture in a way that can only be remotely approached by the 
most talented artist. Photomicrographs of this type can be made 
by a service photographer who is familiar with plant materials. 

Controversial subjects or new and striking discoveries deserve 
photographic illustrations. The reader has greater confidence in 
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a description if it is evident that the investigator had presentable 
preparations. In illustrating some materials the very act of 
making an ink drawing on paper exaggerates magnitude, visibility 
of details, and texture. Protoplasm does not consist of discrete 
dots and sharp lines. A photomicrograph accompanied by an 
interpretation drawing affords much more convincing illustrations 
of many subjects than does either method alone. 

The making of record photomicrographs is often an essential 
part of diagnostic routine in clinical, chemical, criminological, 
and many other studies. Under standardized conditions, espe- 
cially if there is some uniformity in the character of the subjects, 
such photomicrographs can be made by a well-trained technician. 

In some fields of research it is desirable to make photomicro- 
graphs of specialized subjects. The investigator is the only one 
who can locate and recognize the structures under the micro- 
scope. He must determine the proper focal level, the correct 
magnification, color filters, and other factors. The exposure time 
of the first trial may be a vague guess. The negative must then 
be developed at once, and the exposure time corrected. It may 
be necessary to make several negatives at different foci in the 
same field of view. After a correctly exposed negative is obtained, 
the investigator must personally decide whether the photograph 
shows the desired structures. Research photomicrography of 
this type is clearly an inseparable part of the research and must 
be done by the investigator in person, with his customary 
research microscope and with the other facilities of the research 
laboratory. 

This chapter was written for the research worker or teacher 
who has modest facilities for making photomicrographs and 
wishes to utilize them to the best advantage. It will be assumed 
that the advanced worker who has more elaborate facilities has 
studied both photography and microscopy beyond the elementary 
scope of this manual. 

ACCESSORY CAMERAS 

In view of the fact that most photomicrography is done with a 
standard microscope used in conjunction with some form of 
accessory camera, this type of apparatus will be discussed first. 
A highly satisfactory type of attachment camera consists of a 
lightweight metal camera which is fastened to the ocular tube 
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and is carried by the microscope tube without additional support. 
The microscope may be used for visual study in its normal posi- 
tion, and, when a field of vi(‘.w is to be photographed, the camera 
can be placed into position without disturbing the microscope 
setup. These cameras do not have a bellows or an extensible 
body, and, therefore, the projection distance is fixed. Magnifica- 



Fia. 29. — Photomicrographic attachment cameras: A, Zeiss Phoku with ground- 
glass focusing screen; B, Zeiss Contax-Phoku with focusing telescope. 


tion is varied by changing objectives and oculars. These 
cameras are available in three sizes. The largest size takes 
negatives of 9 by 12 cm. or 3K by 434 in. The projection 
distance is such that the magnification factor is IX, therefore,, 
the image magnification is equal to the product of ol>}ective and 
ocular magnifications. The smaller models take negatives of 
4J4 by 6 cm. and 6.5 by 9 cm., respectively, and have a magnifica- 
tion ratio of 34 X . 
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Focusing is accomplished by the use of an observation tube 
having either a telescopic ocular or a ground-glass screen on the 
side of the shutter body. A prism within the camera diverts all 
or part of the image-forming rays into the observation tube; 
when the image is in focus in the observation tube or screen, it is 
also in focus in the plane of the negative. Exposure is made by 
means of a shutter. The two principal makers of this type of 
camera are Leitz and Zeiss (Figs. 29A, 31), 

The camera fastens to the microscope by means of a clamping 
collar. A fixed ocular tube affords greater rigidity than does a 
drawtube, unless the drawtube has a positive locking device. A 
further aid to rigidity consists of a brass sleeve pressed around 
the upper end of the ocular tube and turned on a lathe until the 
sleeve makes a tight fit into the clamp collar of the camera. The 
camera can be revolved, permitting the orientation of the image 
on the ground glass, thus, a revolving stage is not necessary. 

The developmMt of the miniature roll-film camera has led 
to extensive use of the techniques of the miniature to photo- 
micrography. Many miniature cameras are now provided with 
means of attaching to the ocular tube of a microscope. The 
microscope is first focused, the complete camera is brought into 
position, with the camera lens set at infinity, and the exposure is 
made with the camera shutter. 

More elaborate models, produced by Leitz and Zeiss, are focused 
by means of a lateral observation tube having either an ocular 
or a ground-glass screen. The camera lens is removed, and its 
shutter is left open, the exposure being made with a shutter built 
into the focusing adapter. Instead of using the standard minia- 
ture camera on an adapter, a simplified camera bbdy, lacking lens 
and shutter, may be permanently installed on the focusing 
adapter (Figs. 295, 30). 

An efficient and inexpensive arrangement for using most types 
of attachment cameras is shown in Fig. 31. The heavy oak 
board on which the apparatus is assembled is provided with four 
rubber-stopper pads or sponge-rubber pads to minimize vibration. 
On the operator's end of the board, wooden cleats provide a fixed 
position for the heavy research microscope. The position of the 
lamp is also permanently fixed, at such distance that the image 
of the filament fills the aperture of the opened substage diaphragm. 
A filter holder is placed within easy reach of the operator, and a 
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water cell may also be inserted in the path of the beam. This 
setup is used for visual work with a binocular body, with the 
microscope tilted approximately 30°. For photomicrography the 
single tube is inserted, the microscope is erected to the vertical, 


A B 

Fig. 32. — Pillar-typo cameras: A, Spencer fixed-length camera with focusing 
tube; B, Spencer bellows camera. 

« 

an inclined binocular body, the stage may be kept horizontal, 
and the positions of the mirror and lamp kept in permanent 
alignment. 

A rigid and substantial type of apparatus carries the camera 
on a vertical support, which is attached to a heavy base. Thus, 
the weight of the camera is not carried on the microscope tube 
(Fig. 32A). A simpler but more versatile version uses a bellows 
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camera, without a lateral observation tube (Fig. 32 jB). The 
camera may be used with a compound microscope or with Micro 
Tessar lenses used directly in the shutter of the camera. 

OPTICAL-BENCH CAMERAS 

For the most critical photomicrography, and for the widest 
range of usefulness, the optical-bench type of apparatus is recom- 
mended (Fig. 33). The camera, microscope mounting, and 
illuminant are on a heavy, rigid, horizontal track, on which 
the units may be slid back and forth in accurate alignment. This 
apparatus affords the greatest rigidity, accuracy, and permanence 
of adjustment of its component parts. A standard microscope 
may be used, fastened to an adjustable support. However, the 
aligning of the microscope requires some time, causing much 
inconvenience if the microscope must be removed frequently for 
visual work. It is preferable to use a special simplified photo- 
micrographic microscope, which is built on as a permanent part 
of the apparatus. Several workers can therefore use the appa- 
ratus without mutual inconvenience, each worker bringing the 
objectives and oculars from his personal microscope (Fig. 335). 
For low magnifications Micro Tessars are used in conjunction with 
special substage condensers of large diameter and a large field of 
coverage. It is desirable to have a set of condensers encompass- 
ing the available range of objectives as a permanent part of the 
apparatus. 

The sequence of operations for setting up and using these 
elaborate outfits is identical in principle with the procedures 
outlined for simpler apparatus. When used in the horizontal 
position, no substage mirror is used, and the horizontal beam of 
light is easily centered with the axes of the microscope and 
camera. Focusing and centering of the illuminant in the plane 
of the substage diaphragm are thus easily accomplished, and the 
setting is practically permanent. A lateral observation and 
focusing tube is available in some makes, or a ground-glass screen 
may be used for focusing. Because of the great rigidity of the 
apparatus, the focusing panel and plateholders can be inter- 
changed without disturbing the focus. 

A limitation of present models is that they use large and 
expensive plates, 5- by 7-in. or 8- by 10-in. sizes. Reducing kits 
make possible the use of 334” by 434-in. plates, but this is still 
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far from thc^ miniature field. Recent developments in the 



ndoubtedly lead to the use of much smaller negatives. The use 
f miniature attachment cameras is a st(!p in this direction, but 
hese roll-film cameras are not suitable for work in which each 


Fig. 33. — Optical-bench photomicrographic apparatus: A, Bausch & Lomb 
pparatus with research microscope in place; B, special simplified microscope 
ermariently installed. 
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negative must be developed at once. The alteration of the 
optical-bench type of photomicrographic apparatus to genuine 
miniature proportions is to be expected. Rapid strides in the. 
improvement of color photography introduces a most valuable 
teaching aid, the natural-color lantern slide. The prohibitive 
cost of large color films makes desirable the use of smaller nega- 
tives for serious color photomicrography. 

ILLUMINATION 

The character of the light source and the method of illuminating 
the object are important factors in photomicrography. Artificial 
light is in, almost universal use because of its constant intensity 
and ease of control. The simplest form of illuminant is a frosted 
electric light bulb. A sheet of ground glass or opal glass is 
usually placed in front of the bulb to diffuse the light into a larger, 
fairly uniform field. An arc light is an ideal light source, but the 
shifting position of the crater is not easy to control. A 6-volt 
108-watt coil filament or ribbon-filament lamp furnishes a steady, 
fixed source of adequate intensity. A transformer furnishes 
6- volt current from the 110-volt alternating-current line. A 
rheostat may be used to control the intensity. The tungsten-arc 
lamp is also an excellent illuminant. 

For best results, th(i lamp must be provided with an adjustable 
condenser. A one-lens spherical condenser or the slightly more 
expensive aspheric condenser will give good results, but a fully 
corrected two-lens condenser is preferred. The image of the 
filament, magnified by the lamp condenser, must be large enough 
to fill completely the opened substage diaphragm. With some 
one-lens condensers the lamp must be at least 3 ft. from the 
microscope in order to produce a sufficiently large filament 
image. With a two-lens lamp condenser, the lamp may be 
much nearer, placing the lamp adjustments within easy reach. 
Thesb warious condenser units may be purchased separately and 
installed on suitable lamp housings. 

To center the lamp filament with its condenser, project the 
beam of light horizontally across a darkened room, and focus 
the filament on the wall. Move the bulb socket up or down until 
the upper and lower edges of the filament image are equally 
sharply outlined. Adjust the bulb laterally, and, if a ribbon- 
filament lamp is used, turn the bulb socket until the vertical edges 
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of the filament are sharply defined. The filament is thereby cor- 
rectly placed, centered with, and at right angles to the optical 
axis of the lamp condenser. 

Before outlining the procedure used in taking photomicro- 
graphs, some suggestions are offered concerning the choice of 
objectives and oculars for any given subject. The ultimate aim 
of the photographer is a finished print on paper, or a lantern-slide 
(transparency) image on a screen. The image should convey 
to the observer the intent of the photographer, i.e., a low-power 
survey of a large area, with little emphasis on cell detail; a render- 
ing of texture and tone in black and white, without much cell 
detail ; an accurate reproduction of details within a cell or within 
a minute object; or the sharp outlining of an object against a 
contrasting background, without detail within the object. The 
worker may have other aims and may combine them, with 
emphasis placed where needed. 

When using the standard oculars that are used for visual work, 
the best results are obtained with oculars of moderate magnifica- 
tion, 8 to 12 X. For use with optical-bench outfits, special 
photographic oculars, the Homals of Zeiss or the Amphiplans of 
Bausch and Lomb may be used, These oculars produce a flat 
field on even the largest negative. 

The objective to use is one that covers the desired area of the 
object generously, especially when using visual oculars, so that 
the important area will be in focus simultaneously and the out-of- 
focus marginal region can be masked out in the finished product. 
In addition to adequate coverage, the objective should have 
adequate resolving power to show the necessary detail. Keep 
in mind that, as the magnification and resolving power increase, 
depth of focus decreases. The use of a relatively low-power 
objective with a high-power ocular may be advantageous with 
some problems. It may be more advantageous to obtain a sharp 
negative covering the necessary area and depth of the object but 
having relatively low magnification and to enlarge a few diameters 
in making the positive. However, the positive must show the 
detail that the photographer intended to show. Some workers 
prefer to keep the negative image of such size that lantern slides 
may be made by contact or that contact prints will be of the 
correct size for publication in a journal. Wider use of the fine- 
grain methods of miniature photography will promote the use of 
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excellent objectives of compaaratively low magaificatkm, large 
field, and good resolving power. Examples are the new Ba\}seh 
and Lomb oil immersion, 40 X, N.A. 1.00, and several makes of 
oil-immersion objectives,, with magnifications of 60 to 65 X, N.A. 
from 1.30 to 1.40. 


NEGATIVE MATERIALS 

Orthochromatic emulsions can be used for photomicrography. 
These emulsions are sensitive to green, blue, and ultraviolet. A 
black object or one that is rich in green or blue may be rendered 
accurately in monochrome with such emulsions. Representa- 
tive emulsions in this category are Eastman^s ortho and Veri- 
chrome films, D.C. Ortho plates, and Agfa Plenachrome film. 

Noncolor sensitive emulsions such as process’^ plates have 
not been given adequate attention for photographing such 
objects as black-stained chromosomes. 

The best-known emulsion for photomicrography is the Wratten 
M plate. This is a panchromatic plate having comparatively 
coarse grain and slow speed, producing negatives of high con- 
trast. This emulsion is used for objects rich in colors in the red 
region of the spectrum or when photographing by light having a 
wave length in this region. 

The recently developed ultra fine-grain panchromatic emul- 
sions may well bring about a radical revision of photomicrographic 
techniques. These emulsions are fast, they have a wide range of 
color sensitivity, and, because of the fine grain of the negative, 
enlargements of many diameters can be made. This makes 
possible the use of relatively low microscope magnifications, 
affording greater depth of focus and a large, comparatively flat 
field. The same negative will yield a contact print or lantern 
slide of the entire field, and selected portions of the negative may 
be greatly enlarged to exhibit finer details of structure. Suitable 
films in this category are Eastman Panatomic X and Agfa 
Finopan. 

The speed ratings of emulsions can be obtained from the manu- 
facturers or from the frequently revised tables of the Weston 
Electric Company and other makers of photoelectric exposure 
meters. At present there is no inexpensive electrical exposure 
meter made specifically for photomicrography although one 
Weston model registers readings at moderate magnifications. 
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The speed ratings of emulsions arc of value only for comparing 
various emulsions. 

The choice between plates and films depends on the size of 
film, the microscope magnification being used, the type of nega- 
tive holder, and the focusing method. Large sheet film has con- 
siderable concavity, whereas a glass plate is flat over its entire 
area. With the lower magnification ranges, up to 100 X, the 
lack of perfect flatness of the emulsion does not seriously influence 
focusing, but, if much of the area of a large negative is to be 
utilized with high magnifications, the use of plates is imperative. 
Sheet film holders designed to hold the film along all four sides 
are superior to separate adapters that fit into plateholders. 
Some of these adapters do not hold the emulsion of the film in 
the same plane as when a plate is used in the same holder, there- 
fore the focusing screen or observation tube is not in accurate 
register with the emulsion, resulting in inaccurate focusing. The 
foregoing sources of error should be tested for the available 
apparatus and accessories. 

Roll film is useful only if the conditions are so well standardized 
that the length of exposure can be estimated accurately. The 
smaller sizes lie sufficiently flat for moderate magnifications. 
Pack film has some advantages over roll film. Individual films 
can be removed from the pack for development, making it 
possible to establish exposure time with one or more trial expo- 
sures, developing the films at once. Subsequent exposures under 
similar conditions can then be made in rapid succession. In 
the larger film-pack sizes the film has considerable convexity 
along the edges, but the central portions are adequately flat. 

The processing of negativoiS will not be discussed. The 
worker who is not proficient in the processing of negatives or who 
does not have available the services of an expert would be rash 
to undertake photomicrography. 

THE SETTING UP AND OPERATION OF THE APPARATUS 

The sequence of operations leading up to making the exposure 
will now be described. It will be assumed that the slide, all 
lenses, the mirror, and the filters are perfectly clean and that 
all units are firmly fastened in place. The pi*ocedure varies with 
the type of illumination being used. 
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When using an ordinary mazda bulb and a sheet of ground 
glass or grainless opal glass the operations are as follows: 

1. Locate and focus the object as in visual study. 

2. Place a thin wedge of black paper against the diffusion 
glass, and focus the condenser until the paper marker is in focus 
simultaneously with the specimen; remove the marker. If 
ground glass is used, the grain of the glass will be visible, and the 
condenser must be displaced slightly to eliminate this grain. 

3. Remove the ocular and adjust the siibstage diaphragm until 
the back of the objective is just filled with light. 

4. Replace the ocular, bring the camera into position, and 
adjust the angle of the mirror until the illumination on the 
focusing screen is centered. Slight readjustment of the substage 
condenser may be necessary to obtain uniform intensity over the 
illuminated field. 

5. Focus the image sharply on the focusing screen and make 
the exposure. 

A lamp equipped with a condenser should be used if available. 
Two systems of illumination are possible with suitable condenser 
lamps. Critical illumination is obtained when the condenser 
system focuses the incandescent light source (filament) upon the 
plane of the specimen on the stage. This superimposed image 
must be of adequate area to cover the specimen and must be of 
uniform brilliance. Many laboratories do not have a lamp 
suitable for this system, and it is not used extensively. 

The Kohler system of illumination is the most practical and 
widely used method. By contrast with the preceding system, 
in the Kohler method th^ image of the filament is focused on the 
substage condenser diaphragm, and the image of the lamp 
diaphragm is focused in the plane of the specimen. The opera- 
tions are usually performed in the following order: 

1. Direct the beam of light upon the mirror, with no filters 
or other screens in the beam. Open the substage diaphragm 
completely, reduce the lamp diaphragm aperture, and manipulate 
the mirror until the light reflected back from the lower lens of the 
substage condenser to the mirror is projected by the mirror as a 
spot of light, exactly centered on the lamp diaphragm. This 
position of the mirror must not be altered. In a horizontal 
apparatus a mirror is not used, and this step is omitted. ‘ If the 
filter holder is adjustable, insert any dense filter, and adjust the 
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holdeF until the beam of light is centered in the filter and the light 
reflected from the back surface of the filter is centered on the 
lamp diaphragm. 

2. Open the lamp diaphragm, close the substage diaphragm, 
and focus the lamp condenser until the edges of the filament 
image are sharply defined on the substage diaphragm. This is 
the permanent setting of the lamp condenser. 

3. Bring the obiect into focus with the objective that is to be 
used. 

4. Open the substage diaphragm completely and partly close 
the lamp diaphragm; rack the substage condenser up and down 
until the lamp diaphragm, with its edges sharply defined, is 
superimposed on the sharply focused specimen. This places the 
magnified image of the light source in the plane of the specimen. 

6. Remove the ocular, look down into the body tube and 
center the spot of light in the back lens by centering the substage 
condenser, then open the lamp diaphragm until the back lens is 
completely filled with light of uniform intensity. 

6. Close the substage diaphragm, check the centering of the 
small spot of light, and open the substage diaphragm until the 
rim of the diaphragm coincides with the rim of the back lei^ of 
the objective. The full numerical aperture of the objective is 
utilized only under these conditions, although in practice the 
aperture may be reduced by means of the substage diaphragm, 
but not more than one-sixth of the diameter of the back lens 
of the objective. When these adjustments have been made, con- 
nect the camera with the ocular tube. 

7. Open the camera shutter; orient the image on the ground- 
glass screen. Ascertain whether the magnification being used 
covers an adequate area, in sharp focus. Check the uniformity 
of illumination over the entire area (rf the screen. 

8. Try various pairs of Wratten filters, until the image shows 
the proper balance between contrast against the background and 
detail within the object. 

9. When the illumination is satisfactory as to wave length, 
intensity, and alignment and the focus has been checked, close 
the shutter, insert a loaded plateholder, withdraw the slide 
from the plateholder, and make the exposure. 

The above procedure is used with a compound microscope. 
Some subjects must be photographed at magnifications lower 
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than those afforded by the compound microscope. Such photo- 
graphs are taken with special objectives that are properly used 
without an ocular. Objectives of this type are the Micro Tessars 
of Bausch and Lomb and the Micro-Teleplats of Spencer; Leitz 
and Zeiss also produce excellent objectives of this type. 

When using Micro Tessars the practical procedure differs some- 
what from the method of illumination outlined for compound 
microscopes. Each Micro Tessar should be used with a con- 
densing lens that is designed for the specific objective. In the 
longer focal lengths this type of condenser is a single lens. The 
several manufacturers use somewhat different methods of obtain- 
ing correct illumination. The primary aim of the illuminating 
method is to obtain an illuminated field of uniform and high 
intensity in the plane of the emulsion (Butterfield 1937, Schmidt 
1937). The reader is best referred to the directions furnished 
by the manufacturer of his particular apparatus. 

When using roll film for photomicrography, some workers make 
two or more exposures of each subject, varying the focusing and 
exposure time to insure at least one good negative. Plates or 
sheet film can be developed and fixed at once, rinsed, and exam- 
ined in subdued daylight. If the negative is too thin or weak,^’ 
double the exposure time; cut the time in half if the negative is 
too dense. 

Corrections for unsatisfactory focus can be made by systematic 
trials. Select two or three minute objects lying at successive 
levels in the specimen. Make a succession of negatives, each 
focused on one of the bodies at different focal levels in the 
specimen. Compare the negatives and use the one which has in 
focus the most important structures. The most desirable nega- 
tive may be a compromise having the best average sharpness 
over the entire field. 

Correct exposure and sharp focus are not the sole criteria of a 
good negative. Uniform density over the entire negative is the 
result of uniform illumination, which in turn is produced by per- 
fect adjustment of the illumination system. Uneven illumina- 
tion should be corrected by checking the alignment and focusing 
of the illuminant and of the substage condenser. 

Difficulties are sometimes encountered in obtaining sharp 
focus by the use of the observation tube. This is especially 
true with some objectives of less than 10 X and oculars of less 
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than 8X. Apparently, with some lenses the register of the 
observation tube and the plateholder do not coincide. Focusing 
must then be done with a ground-glass screen. Care must be 
exercised not to displace the setup when removing the screen, 
inserting the plateholder, and withdrawing the holder slide. 

On some outfits the plane of the ground glass does not coincide 
with the plane of the negative emulsion, resulting in poor focusing. 
If this is suspected, the surest remedy is to use a plateholder for 
holding the focusing ground glass. Cut out the partition of a 
plateholder of the same style and make as the ones being used 
for negatives. Insert the ground glass into the holder, with the 
ground surface outward, occupying the exact position of the 
emulsion. Make an X mark in the center of the ground surface 
with fine lines of India ink. Allow the ink to dry, place a drop 
of balsam on the mark, and put on a cover glass. Equip a 
magnifier of 3 to 5 X with a sliding-tube focusing device. Hold 
the ground glass up to a light, place the magnifier over the clear 
spot under the cover glass, and focus the magnifier on the ink 
particles in the X mark. The magnifier is thus focused exactly 
in the plane of the emulsion. Insert the screen into the camera, 
and focus the image roughly on the ground portions of the glass. 
Place the magnifier over the clear window in the ground glass, 
and focus the microscope until the image seen in the magnifier is 
in sharp focus. If a loaded plateholder is now inserted carefully 
without jarring the apparatus, accurate focus will be obtained on 
the negative. This device can also be used for checking the 
accuracy of the observation ocular. 
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Acorus calamus^ root, 139 
Adhesives, for paraffin sections, 50 
Affixing, paraffin sections, 49 
Agropyron repens ^ rhizome, 133 
AlhugOy 153 
Algae, collecting, 6 
preparation of, 148 
Allen-Bouin formulas, 19 
Alliumy leaf, 146 
root tips, 127 
Aniline blue, 59, 60 
as counterstain, 70 
AnthoceroSy 162 

Apical meristems, of roots, 126 
of stems, 128 
Ascomycetes, 154 
Asparagus y root, 138 
stem, 133 
AspergilluSy 154 
Aspirator, 15 

Asplenium nidus y sporangia, 166 
Avenuy rust, 158 

B 

Bacillus amylovorusy 151 
ira^heiphilusy 151 
Bacterium siewartiiy 151 
Balsam, Canada, 64 
Basidiomycetes, 156 
Basswood, bud, 131 
stem, 135 
Begoniay leaf, 143 
Belay leaf, 143 
Bismarck brown, 59, 60 
Boats,” paper, for casting, 35 


Botrychiumy root, 140 
Bonin’s fluid, 19 
Bryophyllumy leaf, 145 
Bryophyta, collecting, 6 
preparation of, 161 
Bulk preservation, 103-106 

C 

Capselluy embryo, 175 
Carbol-xylol, for clearing, 61 
Car ex, stem, 133 
Carmine, 110 
Camoy’s fluid* 20 
Celloidin, infiltration in, 79 
sectioning, 88 
sections, staining, 90 
Cellosolve, celloidin solvent, 84 
dehydrant, 85 
stain solvent, 59, 67 
Cellulose, test for, 101 
Cercospora betieolay 160 
CharUy 150 

Chenopodium aibumy stem, 134 
Chloriodide of zinc, 101 
Chlorophyceae, 148 
Chrysanthemum, stem, 134 
Citrus, leaves, 144 
Clarite, 64 
Clavariaceae, 159 
ClavicepSy 156 

Clearing, for embedding, 26 
oils, 60 

Club moss, 164 
Coal tar dyes, 59 
Coleus, leaf, 143 
stem tip, 130 

Collecting, living material for 
processing, 5 
Condensers, 188 
Conifers, cones, 168 
leaves, 146 
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Conifers, stems, 135-136 
CoprinuSy 159 
CordycepSy 156 
Corn {see Zea) 

Cotton blue, 59 
as counterstain, 70 
^‘Craf,” killing fluid, 19 
CrocuSy root tips of, 127 
Crystal violet, 59, 60 
counterstain, 70 
nuclear stain, 76 
CucumiSy stem, 134 
Cucurhitay leaves, 143 
stem, 134 

Cyanophyceae, 149 
CystopuSy 153 

D 

Dehydration, in acetone, 25 
in butyl alcohol, 27 
in dioxan, 29 
for embedding, 23 
in ethyl alcohol, 24 
in glycerin, 25 
DianthuSy leaf, 143 
Dioxan, dehydration in, 29 
whole-mount method, 109 
Diplodia zeacy 159 
Double embedding, 86 
Dyes, 59 

E 

Eosin, 59, 60, 67 
Equiseturriy cones, 165 
stem and root, 141 
Erigeroriy stem, 134 
Erysiphey 154 
Erythrosiriy 59, 60, 67 
Euphorhiay leaf, 145 
Exoascusy 156 
Exobasidiuniy 159 
Eyepieces, 186 

F 

Fast green, counterstain, 67, 69 
properties of, 59, 60 


Fats, test for, 102 
Fehling's solution, 100 
Ficus y leaf, 144 

Fixation images, acid, basic, 21 
Fixatives (adhesives), 59 
Fixing (killing) solutions, 15 
Flemming^s killing fluid, 17 
triple stain, 71 
Flowers, collecting, 6 
subdividing, 170 
FomeSy 159 

Foster, tannic acid-ferric chloride 
stain, 77 

FraxinuSy stem, 135 
Freehand sections, 94 
staining of, 98 
Freezing microtome, 97 
Fruits, 174 
Fuchsin, 59, 60 
Fucusy 150 
Funariay 163 
Fungi, collecting, 6, 7 
preparation of, 150 
Fungi imperfecti, 159 

G 


H 

Hedera helix y leaves, 144 
Heidenhain’s (iron) hematoxylin, 58, 
74 


Gelatin, adhesive, 50 
embedding matrix, 97 
Gentian violet (crystal violet), 59, 60 
-iodine stain, 76 
Ginkgo hilohay leaf, 146 
Gladiolus y root tips, 127 
GloeocapsUy 149 
Glycerin jelly, 107 
Gold orange, 59, 60, 67 
Grasses, leaves of, 145 
, ^ Gum arabic, adhesive, 50 
sectioning matrix, 97 
Gymnospermae, leaves, 146 
reproductive structures, 168 
stems, 135 

Gymnosporangiurriy 158 
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Helianthus, stem, 134 
Hemalum, Mayer’s, 57, 61 
progressive stain, 63 
regressive stain ^ 66 
Hematoxylin, Delafield’s, 58 
Harris’, 57 

Heidenhain’s (iron), 58, 74 
Kornhauser’s (hematin), 57 
Mayer’s, 57 
mordants for, 58 
selectivity of, 60 
source of, 56 

Hyacinthus, root tips of, 127 
Hydnaceae, 159 

Hydrofluoric acid, for softening 
wood, 85 

Hygrobutol, whole-mount method, 
109 

HypomyceSy 156 

I 

Illumination, microscopic, 187 
Infiltration, in celloidin, 79 
in paraffin, 36 

Iodine-potassium iodide, 100 
IriSf leaf, 146 

Iron-alum, hematoxylin, 58, 74 
mordant, 58, 74 
IsoeteSy sporangia, 165 
stem and root, 141 
Ivy, leaf, 144 

J 

Jeffrey, E C., maceration method, 
112 

vulcanization method, 97 
JuniperuSy stem, 136 

K 

Killing (fixing) solutions, 15 
L 

Lactophenol, 106 
Leaves, collecting, 5 

preparation for sectioning, 142 


Leaves, processing, 141 
subdividing, 8 
Lichens, 160 

Light green, counterstain, 70 
Lignin, test for, 101 
Liliuniy anther, 170-172 
bud, 169 
embryo, 174 
leaf, 145 
ovary, 172-174, 
sporocytes, 17, 119 
Linurriy root, 139 
Liriodendron tulipiferay bud, 131 
Loniceray bud, 131 
Ly coper sicum esculent a m, embryo, 
175 

stem, 134 

Lycopodium y cone, 164 
stem and root, 141 

M 

Maceration, 111 

Harlow’s method, 1 1 2 
Jeffrey’s method, 112 
Schultze’s method, 112 
McWhorter, P. F., and E. Weier, 
dioxan method, 109 
Maize {see Zea mays) 

Malachite green, as counterstain, 70 
Marchantiay 161 
MedicagOy root, 140 
stem, 115 
M elampsorUy 158 
MelilotaSy leaf, 142 
root, 140 
stem, 134 

Mesembryanthemumy leaf, 145 
Methylene blue, 70 
Microchcmical tests, 99 
Micrometry, 192 
Microprojection, 193 
Microscope, images produced by, 
179-180 • 

manufacturers, 197 
operation of, 190-192 
types, 194 

Microsphaera alni, 154 
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Microtome, freeziBi^ 97 
knife, 41, 42 

sharpening of, 42 
rotary, 40, 45 
sliding, 88 

Millon^s reagent, 101 
Mitochondria, 21 
Mnium, 163 
Morchella, 156 
Mounting blocks, 40 
Mounting disks, 41 
Mucor^ 152 

Mushioom, gills of, 159 
Myxomycetes, 151 

N 

Narcissus^ root tips, 127 
Nawaschin^s formula, 19 
Nectritty 156 

Nerium oleander y leaf, 144 
Neurosporay 156 
Nevillite (clarite), 64 
Nicotianay stem, 134 
Nitellay 150 
Nitrocellulose, 79 
low viscosity, 82 

Northen, H, T., modification of 
Foster’s stain, 78 
NostoCy 149 

O 

Objectives, properties of, 181-185 
types, 185 
Oculars, 186 
Oils, tests for, 102 
Oleander, leaf, 144 
Onoclea struthiopierisy 166 
Orange, G, 59, 60, 67 
Osazone, test for sugars, 100 
Oscillatoriay 149 
Ovens for infiltration, 34 

P 

Paraffin, casting blocks, 37 
infiltration in, 36 


Paraffin, prepaxaticm of, 33 
properties of, 32 
ribbon, 47 
sectioning, 46 
sections, staining of, 61 
Paraffin-rubber mixture, 34 
Parlax, 34 
PeUiay 162 
Penicilliumy 154 
Peronospora parasitica, 154 
Peziza repanday 155 
Phaeophyceae, 149 
Phaseolu&y leaf, 142 
root tip, 129 
stem, 129 

Phenol (carbolic acid), 61 
Phenol-glyceim, 107 
Phloroglucin, 101 

Photomicrography, apparatus fo 
200-207 

illumination, 207 
negative materials for, 209 
procedures, 210 
Phy corny cetes, 152 
Phytophthoray 153 
PiceOy leaf, 146 
stem, 136 
PinuSy leaf, 146 

reproductive structures, 168 
stem, 135 

Pisuniy stem tip, 130 
Plasmodiophora hrassicacy 152 
Poa, leaf, 145 

Podosphaera oxycanthae, 154 
Polygonatum, leaf, 145 
Polyporaceae, 159 
Polytrichumy 163 
PopuluSy stem, 135 
Porellay 162 
Proteins, test for, 101 
PrunuSy fruit, 176 
leaf, 114, 142 

Pseudopeziza medicaginisy 155 
Pseudotsugay leaf, 146 
stem, 136 

Pteridophytes, leaves, 146 
reproductive structures, 166 
roots, 140 
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Pteridophytes, stems, 140 
Pteris aquUinaf rhizomes, 140 
Puccinia coronatay 158 
graminisy 157 
Pyronema confluenSy 155 
PyruSy leaf, 142 
root, 139 
stem, 137 
Pythiurriy 153 

Q 

Quadruple stain, 74 

R 

RanunculuSy root, 140 
Jlhizome, of Agropyroriy 133 
of Pteridophytes, 140 
Rhizopus, 152 
Rhodohryuniy 163 
Rhodophyceae, 149 
Ricciay 162 
Rivulariay 149 
Root tip, growing, 126 
killing, 127 
Roots, collecting, 6 
processing, 138 
subdividing, 8-10, 129 
Rosa, leaf, 142 
Rubber-paraffin mixture, 34 
Ruthenium red, 60 

S 

Safranin, 59, 60 
with fast green, 69 
with hemalum, 68 
SambucuSy buds, 131 
Saprolegnia, 153 
Sarcoscypha cocdniay 155 
Schizomycetes, 151 
Sclerotinia fructigenay 155 
Selaginellay cones, 164 
stem and root, 141 
Serial sections, cutting of, 52 
numbering of, 52, 53 
Slime molds, 151 
Smears, 110 
Smiladnay leaf, 146 


Smilaxy root, 1^ 

stem, 133 

Soja maxy leaves, 114, 142 
root, 139 
stem tip, 129 
Solanaceae, leaves, 143 
Solarium tuber osumy stem, 134 
Sorghumy leaf, 145 
Spermatophyta, reproductive or- 
gans, 168 

vegetative organs, 126 
Staining jars, 56 
Staining racks, 56 
Stains, 56 

Starch, test for, 100 
Stems, collecting, 6 
coniferous, 135 
growing points of, 128 
herbaceous, 134 
monocotyledonous, 132 
semi- woody, 135 
subdividing, 10, 135-136 
woody, 135-136 
Succulents, leaves of, 145 
Sudan III, 102 
Sugar cane, leaf, 145 
Sugars, tests for, 100 
Synchytriumy 152 
SyringOy bud, 131 
leaf, 142 

T 

Tannic acid-ferric chloride stain, 77 
TaphrinUy 156 
Taraxacumy leaf, 145 
TaxuSy stem, 136 
Thujuy stem, 136 
Tilia glabrUy buds, 131 
stem, 135 
Tilletia tritidy 157 
Tissuemat, 34 
Tradescantiay leaf, 145 
root tips, 128 
stem, 133 
Tremellales, 158 
TrifoliuMy leaf, 142 
stem, 134 



222 ELEMENTS OF BOTANICAL MICROTECHNIQUE 


Tsugay leaf, 146 
Tulipay buds, 169 
root tips, 127 
Typha, stem, 133 

U 

Undnula salicisy 155 
Unembedded material, freezing 
method, 97 
sectioning of, 95 
staining of, 98 
steam method, 96 
vulcanization method, 97 
Urnulay 156 
UstilagOy 156-157 

V 

Venetian turpentine method, 108 
Venturia inaequaliSy 156 
Vida John, root, 139 
root tips, 128 


W 

Walls, G. L., celloidin method, 81 
Wax, paraffin, 32 
water-soluble matrix, 99 
Whole mounts, permanent slides, 
108 

semipermanent slides, 107 
temporary slides, 106 
Wood, sectioning unernbedded, 96 
softening with HF, 85 
Woody stems, preparation for sec- 
tioning, 135-138 

Z 


Zamia floridanay leaf, 146 
Zea niaijSy embryo, 175 
leaf, 145 
root tip, 128 
stem, 129, 132 
Zirkle's fluid, 21 













